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For the season of 1909 we have 
made preparation to take care of all 
orders which you may place with 


a a 


us. We have installed new and 


we 


improved machinery, have built and 


equipped new factories and our pre- 


viously complete facilities are now 


larger and better than ever. We 
want your orders for the coming 
season. 
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AMERICAN CAN COMPANY 
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‘THE CANS STAND STILL 
IN THE 


STEWARD SANITARY CAN SYSTEM. 


If you have not thoroughly—definitely— investigated 


the merits of these machines, you owe it to your- 
self to do so—now. ; 
Every packer who aims for something good, should 
use the best, that is ours. Our cans and machines 
are having grand success, and they have a record. 
The Cans Stand Still. ‘ 
We expect to have a factory in Western New York 
so that our friends can get cans at reasonable freight 


THE CANS STAND STILL. 
For doing Irregular Work, Square Cans, Etc. 


SOME CANNERS are using several of 
our Double-Seamers—ONE 28; 
ANOTHER 50 Machines. 
Three Concerns in Maine will have a capacity of 
nearly a million cans a day the 
coming season. 


“ENOUGH SAID.” 


PATENTED. 


THE CANS STAND STILL. 
PARTICULARS FOR THE ASKING. 


L. & J. A. STEWARD, 


ae MANUFACTURERS OF CANS AND MACHINERY, 


THE CANS STAND STILL. 
AUTOMATIC FEED. ; RUTLAND, VERMONT. 
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THE TRADE. 


Among some of the NEW things in our line that many will be interested to learn 
about, we might mention: 


A POWER, AUTOMATIC FEED CHERRY 
PITTER :—Capacity over 250 cherries per 
minute--hard proposition, but we mastered 
it last season. Price is low. Send for par- 
ticulars if you pack cherries. 


A SYSTEM FOR GRADING PEAS ACCORD- 
ING TO QUALITY:—Modern and scien- 
tific. 

A RELIABLE AND SATISFACTORY 
HUSKER:—Last season’s work enabled us 
to put the finishing touches on to a GOOD 
thing, and the machine ‘‘is there’’ now. 


AN ENTIRELY AUTOMATIC CAN DROP- 
PING MACHINE that works by gravity:— 
No belts and can’t get out of order. Low- 
priced, too. 


You may feel the need of some appliance or 
machine in your work that you do not see 
advertised. Your mention of the matter to 
us might bring information that will surprise 
you. Drop us a postal. 

KEEP YOUR EYE ON THE PEOPLE WHO 

KEEP UP WITH THE TIMES! 


Canning Machinery Co. 
Daniel G. Trench & Gen’l. Agents a 


Builders of complete lines of machines for canning 
all kinds of goods, and dealers in canning supplies Sales Offices. CHICAGO, ILLINOIS 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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Machine Company, 


Universal 
Contin- 
uous 


Capper. 


Rotary Pea and Bean Filler. 
Capacity 100 cans per minute. 


Hayner 


Corn Cooker- Filler. 
Corn 


Silker 


SEND FOR FULL LINE 
OF CIRCULARS 


BROWN, BOGGS CO., Lrp., HAMILTON, Onr., Sole Agents for Canada. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 


Guaranteed to cap and tip satisfactorily 100 cams per minute. 
4 
4 


and 


(Left Centre) 


MACHINERY HALL, 
Louisville 
Convention 


SPINACH WASHER. 


WILL BE OUR HEADQUARTERS 


February, 1st to 6th, 09. 


NEW PROCESS PEELING MACHINES. 
FOR APRICOTS AND PEACHES. 


RIGHT HAND VIEW. 


Showing Compound Chute, Over- 
flow Pipes and Drains and 


Steam Pipes on Scalder 
Valves on Spray 
Pipes. 
PATENTED 
> United States. Canada. 

LEE March 19, ‘07. Sept. 24, 

June 25, 07. 
4 25, 

Baltimore, Md. San Francisco, Cal. 
747 ang 749 EQUITABLE BUILDING 7th AND HARRISON STREETS 
IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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Packer's Cans 


POPE 


“Clean Bright” 
PLATES 


Pope Tin Plate Co. 


GENERAL OFFICES, NEW YORK OFFICES, 
PITTSBURGH, PA. 29 BROADWAY. 


THE FRED. H. KNAPP COMPANY. 
LABELING AND MACHINES 


W* have removed our plant to Westminster, Maryland, and have purchased the entire interest of the 
Atlantic Machine Works in the Hammond Labeler including patent and good will. 
We have just moved into our new modern building and are filling orders for our up-to-date labor 
saving Machinery 
We have been too busy to change our advertisements, but not too busy to look after the needs of 
our customers. 
Our Western sales office will remain in Chicago where we will take care of Western business. 
Our Main office is now at WESTMINTSTER, MD. 


We trust to meet you at the Convention at Louisville and will be pleased to have you call at 
our booths at spaces 31 and 32. 
THE FRED. H. KNAPP COMPANY, 
WESTERN SALES OFFICE 
324 WASHINGTON BOULEVARD, WESTMINSTER, MD. 
CHICAGO. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 


DEODORIZED GASOLINE 12 usea by 95 por cont of the CANN- 


ING TRADE. Why? Because it is best and cheapest, and Is for 


Address Our Nearest Tank Station or BALTIMORE OFFICE. 


if 
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BALTIMORE, FRIDAY, JANUARY 29, 1909. 


Communicate with the Southern 
Can Company of Baltimore before 
placing Packers’ Can Contracts for 
1909. In addition to the regular 
sizes, they are equipped for the 
number two and one half, and all 
heights of the number three Jerseys. 
Their number ten Cans are made 
out of extra heavy material and 
their Solder Hemmed Caps are 
inferior to none. 
Write for samples. 


Weekly Review 


Of the Canned Goods Situation. Market Reports. 
Conditions and Changes. Outlook. 


Some of the houses that seemed to have paused in their buy- 
ing iu order to complete their inventories are again back in the 
market, indicating that this work has been completed, and 
what is more to the point that their stocks were found to be in 
need of immediate replenishing. This has caused some in- 
quiries and the placing of a considerable number of orders, 
some large and some small, but mostly for the staple lines of 
goods. The open weather of the past week has aided in this 
work, for it has been warm enough through most of the eastern 
section of the country to ship canned goods without risk. 

It is noticeable, however, that no small number of the 
canners have apparently become tired of holding their goods, 
especially in the tomato line, and are offering them on the 
market for a bid, and many accepting anything that is ten- 
dered. This could have but one result, and that is a weaken- 
ing of the market and further decline in prices. Particularly 
when a large proportion of the goods so offered and sold at 
67%4c. are full standard grade. It has been pointed out so 
often, and learned by many through sad experience that the 
market is in no condition to be forced, that we can only sur- 
mise the canners so offering their goods, at this time, are abso- 
lutely compelled to realize on them. We cannot imagine that 
any men able to hold their goods, and not forced through the 
necessity for ready cash, are running their goods onto the 
market in this way. The year is early yet, and no one ex- 
pected any improvement in business until after the turn of the 
year. Then the taking of inventories always interferes with 
orders, and until that time is fully past, there can be no definite 
conclusions drawn as to possibilities for further business. It is 
too early yet, it seems to us, to judge the outlook other than as 
being bright for all holdings of canned goods. 

But even after taking of inventories is completed, and bus- 
iness is supposed to have settled down to become good, we may 
look for a continuation of this slow buying in canned goods; a 
conservatism that it will take some time to efface from the 
minds of the big buyers. The load they have carried for the 
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past many months made an impression that the canners need 
not expect to be forgotten quickly; and yet these same large 
buyers, realizing that the load has been distributed and that 
they stand in ueed of goods, and further that any sudden heavy 
buying movement would send the goods much higher in price, 
are watching the market closely. They are not alone buying 
canned goods on this plan, but all lines of their handling; show- 
ing a tendency to keep the stock low, in conformity with the 
small orders received by them from the retailers. We have 
seen orders for a half case of corn and a half case of peas re- 
ceived by jobbing houses from grocers that previously always 
ordered from 5 to 10 cases atatime. So all the troubles of the 
business are not centered upon the canner, though they might 
seem to be. 

In this week’s letter ‘‘Wrangler’’ touches upon the neces- 
sity of canned goods packers, telling the people how to eat 
canned goods; and now that the Louisville Convention is here, 
some action along this line should be taken. We have on sev- 
eral occasions proposed cheap but most effective mean’ of tell- 
ing the people about the goods, and the majority of canners 
have become acquainted with these; but there is no concerted 
action to bring about the desired results. Broadly speaking 
people do not know how to treat canned goods; in fact it is the 
exception to find one that does. Wrangler mentions the host 
of immigrants brought to this country yearly, who need this 
instruction; but we do not have to look to the foreign popula- 
tion for scholars in this line, our own people at home are sadly in 
need of enlightenment. We have said many times that the 
canned goods business is the only one in the manufacturing line 
that does not advertise to the people, and it is a fact. Small 
canners will say that they cannot afford to advertise, in fact 
they are all liable to say this, despite the fact that to say so is 
the rankest folly ever enumerated. . 

What brought the great lines of breakfast foods to their 
present position? What made Uneeda Biscuit a household 
word? What has placed the canned syrup business in the fore- 
most rank, so that even today the jobbers buy in at least car- 
load lots, while they are buying other lines of canned goods in 
hundred case lots? Simply that these interests went right to 
the consumers and told them, in plain, unmistakable language 
how good their offerings were, and taught them how to use 
them. When the breakfast food line was first started it was 
much smaller and poorer than the canned goods line of to-dav. 
The canned goods packers have greatly awakened along other 
lines in the past few years; now then they must shake them- 
selves out of this stuper, and realize that if you do not keep 
the world informed, if you do not continually remind it of 
your offerings, it will forget you and your business. 

In the canned goods market there are no changes to note, 
the prices remaining substantially as last quoted. The weak- 
ness in tomatoes, spoken of above, has existed for some time, 
but it may be said that the market has settled into the 67%%c. 
basis, up to 70c. Some little corn and more of peas have been 
sold as futures, but this business is confined to the regular, 
well-known brands, and is but the usual amount of business 
placed by these houses with the canners of these brands every 
year. There is no inclination shown to trade in futures gener- 
ally, and we look for a quiet year in this respect during 1909. 
Futures were quiet last year; they will be quiet this year, as 


far as the conditions can be judged at present. Jobbers state 
that they are going slow on them, and that they will take only 
the special lines they always contract for, ahead. 

_ In canners’ metals there is nothing new to report, though 
there is a feeling of expectation regarding cans. However, 
there have been no changes made in the prices of cans as yet. 
It seems very probable, however, there will be more heavy 
coated cans used this coming season than ever before. The ad- 
vanced cost of such cans is not heavy, and canners are begin- 
ning to realize that actually the better cans effect a saving. 


New York Market 


Peported by Special Correspondent. Market Conditions, 
Changes and Outlook. 


NEw YorK, January 27.—Features in the canned goods 
market are few. Most holders are not anxious to add to their 
supplies, while the outlook for immediate and important increase 
in purchases is not particularly bright. Conditions as a whole, 
however, are rather improving, with buyers picking up lots 
here and there which are offered at softened prices. Perhaps 
the movement which thus shows an increase will result in hard- 
ening the market itself later and put things upon a better basis. 
Nearly all jobbers are looking for stock, but it cannot be learned 
that they are taking much unless it is offered at reduced values. 
Bargains are taken advantage of wherever possible, but the situ- 
ation in this respect has not changed materially. 

Tomatoes.—The buying is principally in jobbing lots, 
with 67%c. quoted regular terms f. o. b. factory, for full 
standard Maryland 3s. It is said that considerable business has 
been done at quotations. Buyers are taking hold nowhere, 
excepting as supplies are required to satisfy trade. Bids of 65c. 
regular terms f. 0. b. factory have been made to cover a good 
many thousand cases, but packers are not anxious to consider 
selling at that figure for full standard 3s. Occasional sales of 
ordinary quality are reported at 62%4c. regular terms f. o. b. 
factory, but jobbers are not seeking much stock under standard 
grade. No. 2s are unchanged and buying is slow at soc. regu- 
lar terms f. 0. b. factory. Gallons are held at $2.25 for New 
Jersey, and $1.85 for Marylands regular terms f. o. b. factory. 

Peas.—Spot goods continue irregular and some lots of fair 
quality are offered on the basis of 65c. regular terms delivered. 
Buyers are looking for standard and extra standard early Junes 
at 7oc. a 75c. delivered bere. A little business is reported in 
futures, but buyers are showing little interest in future delivery 
goods at the moment. Spot movement is light. 

Corn.—The market for good stock is fairly steady, but low 
grades are easy. State standards are reported selling at 67%c. 
delivered. Most holders quote 7oc. a 75c. here. Southern 
Maine style is firm for better grades, but low grade stock is 
easy. 

Asparagus.—A little better business is noted on stock to 
arrive at inside quotations. Holders are not pressing goods for 
sale at present prices. Green tips are a shade more active, and 


Visit Our Exhibit 
at the 
Canners’ Convention 


LEONARD SEED CO. 


BOOTHS 58-53 


Machinery Hall 
Louisville, Ky. 
February 1-6, 1909 


CHICAGO. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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movement has been of a rather encouraging volume recently. 

Beans.—Spot strings are more firmly held on the firmer 
grades, but southern stock iseasy. Other grades are unchanged 
and business is relatively quiet. 


Spinach.—The market is a little firmer on general offer- 
ings at 67%c for 2s, 77%c. for 3s and $2.80 for gallons. 

Succotash.—The market is firm and increased inquiry is 
reported. Only Southern pack is quoted. 


Salmon.—Red Alaska is firm within the range of $1.30 to 
$1.314%%. Here and there it might be possible to buy stock 
from second hands a shade less. Medium red is not freely 
offered in any quarter. Holders are quoting from $1.15 mp. 
Puget Sound Cohoes halves are offered at 72%c. here. A few 
lots of sockeye salmon are offered at $1.80 for talls and $1.75 
for flats. Columbia River fish is offered at the same figure. 
Pinks are fairly steady at 75c. to 80c. here, with little stock 
available at the inside figure. The last sales of importance were 
made at 72%c. here. Coast advices note a higher tendency here. 
One vessel is bringing 20,000 cases to receivers in this market. 
The ship is not due until March. 


Sardines.—No new feature in domestic goods is reported. 
Three-quarter mustards are firm under small stocks. Quarter- 
oils are held steady, as quoted. New prices will be named 
February 2. 

Plums.—Several sales of No. 234 standard Oregon egg 
plums have been made at $1.40 delivered. Seconds are offered 
at $1.30 and a good jobbing interest is shown. 

Pears.—Sales of No. 2% standard Bartletts are reported at 
$1.60 here and a few seconds are offered at $1.55 here. 

Cherries.—Movement is rather small, but Royal Anne 3s 
are offered at $3.10 and extra standard No. 2%s are held at 
$2.10, with standards offered at $2.00 here. Holders are exert- 
ing some effort to move Oregon stock. 


Apricots.—Some demand for California No. 2%s and extras 
is noted, and these goods are held with considerable firmness in 
all grades. Buyers are increasing in inquiries daily. 

Peaches.—Standard and extra standard No. 2% lemon 


“cling peaches are meeting with rather more demand within the 


quoted range. A good deal of stock is reported on the way 
here by vessel for the account of Coast packers. 

Apples.—State stock is quoted from $2.40 up on fancy 
grades. A lot of 1,000 cases was offered for delivery here at 
that figure, but most holders are asking more. However, some 
business has been done at this price. Small fruits are rather 
quiet, as quoted. Hupson. 


Chicago Market. 


SPECIAL CORRESPONDENCE TO ‘‘ THE TRADE.”’ 


CHICAGO, January 27, 1909. 
Good Shipping Weather.—Heigh ho! the wind and the 
rain, for the rain it raineth every day, ‘‘but it is better (such 
weather) for the distribution of canned goods than very cold 
weather, when shipping is entirely stopped. Considerable ship- 
ments of canned goods have been made the past week and stocks 
have been reduced some. 


Expense Accounts.—Do canned goods packers appreciate 
how expensive it is to sell, distribute, collect and handle grocer- 
ies at wholesale in big cities? Hardly! There is an impes- 
sion dervailing that wholesale grocers do business at an expense 
not to exceed 5% or 6% onsales. Notso however. The whole- 
sale grocer, no matter what the magnitude or modest character 
of his business may be, who gets the expense account below 8% 
is a necromanser and a genius, and more of the expense accounts 


LABELS 
FOLDING BOXES 
POSTERS 


INFORMATION 


PRICES 


concerning anything in colored printing may be 
obtained at any of the following sales offices of 


THE UNITED STATES 
PRINTING COMPANY 


BALTIMORE, MD. Gay and Water Sts. 
Phone C. & Pp. St. Paul 2698 
BOSTON, MASS. . 131 State St. 
Phone Main 52 

BUFFALO, N.Y. . 582 Ellicott Square 

Phone Seneca 695 

CHICAGO, ILL. Cor. Wabash Ave. and Randolph St. 

Phones Central 5203~-Auto 7004 
CINCINNATI, OHIO, . Sixth and Lock Sts. 
Phone Canal 
CLEVELAND, OHIO, 82 The Arcade 
Phone Cuyahoga 1S17 

DETROIT, MICH. . Journal Building 

Phone ‘Main 4320 

INDIANAPOLIK , IND 414 Traction Building 

Old Phone Main 1205 
MINNEAPOLIS, MINN. . 814 Lumber Exchange 
Phones N. W. Maln 792—Tri-State 582 
NEW YORK, N. Y. 110 West 34th St. 
Phone 6658 - 38th Street 

PHILADELPHIA, PA. . . 308 Chestnut St. 

Phone Lombard 1702 


PITTSBURG, PA. 213 Sixth Ave. 


Phone Grant ‘2816 
SAN FRANCISCO, CAL, Cor. Davis and Market Sts. 
Phone Kearney 476 

413 Frisco oe 
Phones Central ‘6396— —Bell-Main 2621 


ST. LOUIS, MO. 


ADVERTISING SIGNS 
CUT-OUTS 
TRANSPARENT WINDOW SIGNS 


A GOOD CAN. 


commanding feature about 
our cans is that those who use 
them have never had occasion to 

to send in a claim. Our cans have been 

used for years by the best packers in 

Maryland, Delaware and Virginia, and 

their continuous use of them is a tribute 

to the good of the can. We manufacture 

a clean, bright can which we guarantee 

to please. 

Our Solder Hemmed Caps are also on 
the front line. Our machines turn outa 
cap hemmed with a solid ring of solder, 
differing from the clamped ring in so far 
that it cannot possibly come off. The 
solder is uniformly distributed. These 
are points of importance to every canner, 
and make our cap worthy of consideration. 
We carry a large supply constantly on 
hand, and socan give prompt and efficient 
service. 


Tue Can Co. 


BALTIMORE, 
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will run above 834% than below 8%, and occasionally they 
touch 9%. So it can well be understood that 10% profit 
allowed jobbers for fillling orders for sales made by specialty 
salesmen is nothing very lucious or enticing. They ought to 
have at least 1234 % on such orders. 


Salmon for 1909.—This is the year for the big run of sal- 
mon in the rivers of Puget Sound. It is the fourth year of the 
cycle and the sockeye salmon will, early in June or July, swarm 
the straits of San Juan de Fuca and the waters of Puget Sound 
in countless millions. They will be caught and canned by mil- 
lions, but the market price is not likely to be affected to an 
important extent by their abundance, as the supply must last 
for four years. 

Not only is that the case, but the present supply will be 
entirely exhausted as the consumption has increased, and this 
grade of fine salmon is never in over supply, while the probabil- 
ity is that restrictive legislation wisely promoted by the packers 
themselves is likely to be passed both in Canada and in the 
United States, which will reduce the pack, and to some extent 
at least, provide against the utter extinction of the supply. 

Compared with the myriads of salmon which ‘‘run’’ in these 
periods and visit the spawning beds, the quantity caught and 
packed by canners is exceedingly insignificant, but all are 
caught ON THE WAY TO THE SPAWNING GROUNDS and thereby a 
great destruction of the future supply is wrought. 

Could the salmon be caught and used after the spawn had 
been deposited, the supply might be indestructible, but Nature 
has not so provided, for all adult salmon, male and female, of 
this species die upon the spawning beds or before they get back 
to salt water. Scientists say that the change from salt to fresh 
water brings upon the salmon a fungus growth or disease which 
it is unable to resist and which destroys it. 

The’ shores of these spawning rivers are piled with millions 
of dead and dying fish which are preyed upon by birds and wild 


animals and carted away by settlers for fertilizer. Whether 
the Malthusian theory is thereby shown two be one of the laws of 
nature, is a matter of opinion. The fish are certainly enor- 
mously prolific, and if Nature did not provide almost innumera- 
ble enemies to prey upon the salmon, including other fish, ani- 
mals, birds and mankind, as well as the fungus growth which 
destroys the adults on the spawning beds, it might be that they 
would fill the sea and crowd out all other kinds of the ocean’s 
inhabitants. 


Corn Pudding.—Did you ever eat a real ‘‘green corn pud- 
ding?’’ If you never did, you are in hard luck and should take 


_ my advice and find one and ‘‘ go to it !’’ 


It isn’t very well known north of Mason and Dixon’s Line, 
but any old negro cook knows how to make it to the Queen’s 
taste. It is best, of course, made from green corn just off the cob, 
but when made from a nice, tender Crosby or Evergreen corn 
canned just right and seasoned right, it takes a jury of experts 
to tell the difference. Country Gentleman corn or shoepeg corn 
won’t do for corn pudding, at least the canned corn of that 
variety won’t. I own my cook, at least she has lived with me 
for years, going with me where’er fortune or misfortune carried 
me, and she is as black as a bucket of tar, but she is an artist in 
her line, which is ‘‘ fried chicken,’’ corn cakes, cream gravy, 
glorious coffee, roast turkey, hot waffles, corn pudding and 
corn fritters, and she says: ‘‘ Boss, that little finicky kind of 
corn won’t make corn pudding, but it makes corn fritters, but 
hit ain’t got the right richness for corn pudding,’’ and she 
referred to the Country Gentleman variety of corn. How do 
you make it? ‘‘ Take a can of Crosby corn, add a pint of milk 
and three eggs, melt a lump of butter about the size of a walnut 
and a level teaspoon of sugar. Put all these ingredients into a 
large pan and mix thoroughly; then put the mixture into a 
buttered baking dish and set in the oven and bake slowly until 
brown on top; then serve hot and you have gotten up against 


for best results. 


PATENTED AUTOMATIC SOLDER CAP 
HEMMING MACHINE 


25 ADAMS STREET, 


"BLISS" 


CAN MAKING MACHINERY a 
FOR SANITARY CANS AND PACKERS’ CANS 


The machine shown automatically attaches the solder to the caps used for 
Fruit and Vegetable cans. 
SCRAP, NO PREVIOUS OPERATIONS, just feed the caps into the dial 
bushings, and they are automatically discharged with the solder attached, 
THE PROPER AMOUNT AND IN THE PROPER PLACE 


Because of their labor saving and cost reducing features, no can manu- 


facturer should be without these machines. 


WE FURNISH COMPLETE EQUIPMENTS 


E. W. BLISS COMPANY, 


ATIACHEO 


It uses WIRE SOLDER, NO WASTE’ NO 


Write for further details. 


LARGE OR SMALL 


BROOKLYN, N. Y. 
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the genuine article.’’ You will thereafter be like the farmer’s 
calf, which he tried to wean by feeding it ‘‘ bran mash in a 
pail.’’ He said he had tried to pull its ears loose to get to the 
pail, and then had to pull its tail loose to get it away from it. 

Teach Them How.—Canned goods packers should realize 
that our population grows largely by the immigtation of people 
from foreign countries and that the average influx of population 
from England, Ireland, Germany, Austria, Hungary, Russia, 
Italy, Sweden and Norway chiefly has been for the past five 
years as follows: 


Immigrants from all countries during 1907... 1,285,349 
‘1905... 1,026,499 
1904... 815,361 
“1903... 857,046 


There was some decrease in immigration in 1908, and the 
tide of emigration (those going back to other countries) was 
very heavy, owing to the lack of employment here. This tide 
of people coming in largely congregates in our great cities, and 
they do not know how to use canned goods, nor do they under- 
stand the economy of their use. A population as large as that 
of two of our great cities (Baltimore and Boston) coming to us 
each year, principally from the poorer classes of Europe, need- 
ing education as to the character of our food products, and yet 
what are our canned goods packers doing to meet that situ- 
ation and to cause the demand for canned goods to keep pace 
with the production? Absolutely nothing! Packers don’t even 
evince enough enterprise to print recipes on their labels instruct- 
ing people how to prepare the canned foods. 

They put on their labels all kinds of incomprehensible and 
meaningless trade marks, to protect their reputations and build 
up sales of their brands, and then sit down and trust to God 
and the wholesale grocers to do the rest.. God helps those who 
help themselves and wholesale grocers pursue the same policy. 


Putting a picture of a negro’s head, or a dog’s head, or a bull’s 
head, or a cat’s tail, on the can is not going to give a Russian 
or Austrian or Greek an intelligent idea as to how to prepare or 
eat canned corn which was unknown to him iu his own coun- 
try. If there were recipes on the cans even in English they 
could get them translated or interpreted; but the trade mark 
pictures bear no message to his intelligence. 
WRANGLER. 


Everywhere—Today—Forever. 

In addition to a very handsome calendar, we are in receipt of a novel 
advertising card, both gotten out by the United States Printing Co., and 
accompanying a half dozen sample labels. We give the contents of the 
card below, but regret we are unable to reproduce the attractive work here. 

OFFICE OF 
THE LABEL WORLD, 
Corner Sales and Success Streets. 
LABELDOM. 
MR. CANNER. 
Dear Sir:— 

I appeal to you first, for a position on your selling staff. I want an 
opportunity of representing your goods and house. I have my credentials 
with me—and if you wish to verify them, ask any of your progressive com- 
petitors what I am doing for them. 

I go where quality is paramount. I have a large following everywhere. 
If I could earn more money for you, accelerate your sales, win confidence 
in your goods and establish permanent friends and customers—would you 
employ me? 

I am ready to open negotiations for the coming year. 

Respectfully yours, 
; AN ATTRACTIVE LABEL. 

P, S.—To insure prompt attention, address 

THE UNITED STATES PRINTING COMPANY, 
Sixth and Lock Streets, Cincinnati, Ohio. 
gt North Third Street, Brooklyn, N. Y. 
Mfrs. of ‘‘ LABELS THAT SELL GOODS.”’ 


If you-are going to pack 
‘Hominy, Kraut, Beans 
“or other Winter Goods, 
better let us send you a 
sample car of our ‘‘Spec- 
ial’’ Strong Cans made 
from selected heavy Tin | 
Plate. 


OLIVER J. JOHNSON, President. 


WHEELING CANS AND 
SOLDER HEMMED 


Can Company, 


WILLIAM DUGDALE, Sales Agent for Indiana and Kentucky, 301 Majestic Building, Indianapolis, Ind. 


Our Solder Hemmed Caps, 
which we are now prepared 
to furnish with all cans are 
the best in the market. The 
Solder is in the right place 
and Plenty of it. 


Wheeling, W. 


K-NOLY 
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Canning Items. 


New Firms, Changes, Incorporations, Fires, Improve- 


ments, Items of Interest. 


Cleburne, Texas.—The Cleburne canning factory has been 
purchased by local interests and will be run this season. 


The Sardinia Canning Co., of Sardarnia, Ohio, will install 
a local plant at Toledo, Ohio, shortly. 

Tanner Brothers of Bergen, N. Y., have been succeeded, 
we understand, by the Tanner Bros. Co., capitalized at $35,000. 


At Westfield, N. Y., was held the meeting of the United 
States Canning Co., and officers and directors were elected. 


Cannon Falls, Minn.—The canning factory here was 
destroyed by fire recently, entailing a loss of more than $10,000. 
Something more than $6,000 insurance was carried. 

Whitesboro, N. Y.—The annual meeting of the Whites- 
boro Canning Co. was held in the offices of the company recently 
and the officers for the year elected. 

The Stittville (N. Y.) Canning Co. also held their annual 
meeting and elected officers for the ensuing year. F. J. Browne 
was elected president. 


Columbus, Ohio.—Recently incorporated, the Union Can- 
ning and Produce Co., with a capital of $40,000. J. A. Hem- 
minger and others. 


Reinholds, Pa.—At a recent meeting of the Reinholds Can- 
ning Co., Geo. Hauck was elected secretary, and Henry Oberlin, 
treasurer. 


The Urbana, (Ohio), Canning Co. held its first annual 
meeting and elected officers for the year. R.H. Murphy is 
president and E. E. Cheny, secretary. 


The English Canning & Milling Co., of Carroll County, 
Ohio, has been incorporated with $10,000 capital. J. E. Green, 
W. R. Jones and others are the incorporators. 


Bellefonte, Ohio.—At a recent meeting of the Degraffe Can- 
ning Co. the retiring members and board of directors were 
elected. 


Rome, N. Y.—Secretary Evans of the Kirkland Canning 
Co., says the published statement that the factory had changed 
hands is erroneous. There has been no change of ownership. 


Wilburton, Okla.—W. H. Randle and C. O. Moore wera 
appointed a committee to select a sight for the proposed can- 
ning factory, and it is expected the project will be complete 
shortly. 


San Francisco, Cal.—It is reported tthat the demand for 
asparagus is improving and that the stock of this article is pretty 
well cleaned up, and that the supply is practically controlle by 
one house. 


New Hartford, N. Y.—At the annual meeting of the New 
Hartford Canning Co. the following officers were elected: 
President, James S. Sherman; secretary, Sherrill Sherman and 
S. F. Sherman, manager. 


STICKNEY 
SYRUPING MACHINE 
$125.00 


Instantly adjustable while running. 
Will handle one, two or three pound 


cans, and do perfect work. 


CONDENSED MILK 
FILLER 


Standard machine of its class, in use 
by all the largest concerns. . 


SPECIAL FILLING MACHINES for 
any purpose or capacity. EVAPOR- 
ATED CREAM, BAKED BEANS, 
FATS, OILS, MUSTARDS, etc., in 


round or square cans or glass jars. 


HENRY R. STICKNEY 


PORTLAND, MAINE, U.S. A. 


SPECIAL AGENT 
SPRAGUE CANNING MACHINERY COMPANY, 
FOR 
NEW ENGLAND STATES. 


Zastrow’s 


Oyster Steam Box. 


' ZASTROW'S IMPROVED SQUARE OYSTER STEAM BOX. 


Every box is furnished with steam pipes 
fitted to box, safety valve, steam guage and all 
valves necessary. They are generally made 
25 feet long, 30 inches wide by 31 inches high 
inside, to hold three 8-ft. cars easily, but are 
made to any desired length. 


GEO. W. ZASTROW, 


Mechanical Engineer, 


1404-1410 THAMES ST.. - BALTIMORE, MD. 
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4] We have produced them all, and while it took longer 
than we anticipated, we never had any doubt about the 
final result, due to our KNOWLEDGF, EXPERIENCE, 


FACILITIES and LARGE EXPENDITURE of MONEY. 


@We take this opportunity TO THANK OUR 
FRIENDS WHO HAVE ON ALL OCOASIONS EN- 
DORSED US AS THE ONLY FOOD COLOR HOUSE 


in the United States, and whose encouragement and sup- 
port we have had. They now have justification of their 
confidence in us by this ABSOLUTE PROOF THAT WE 


ARE THE ONLY MANUFACTURERS OF FOOD 
COLORS, as we have been for thirty years. 


@ The first serious official opposition was made to Coal 
Tar Colors about 15 years ago. ALONE, we began to 
work to prevent action being taken against them, and 
atone, we have successfully worked ever since at every 
point where official opposition was manifest. 


§|During that time we have also been constantly 
working at every possible opportunity, particularly at 
conventions and meetings of Food Officials to dispel 
official prejudice against them, ALWAYS AND EVER 


THE ONLY COLOR HOUSE WHICH DID. 


if F. I. D. 76 is somewhat restrictive, it must be ad- 
mitted that the authorities based it on logical conclusions. 
There can be no doubt that the use of Coal Tar Colors has 
been and is still too promiscuous, particularly by trades 
other than the Confectionery. 


@We are now preparing a stock of CERTIFIED 
COLORS, and are booking orders for them. As we wish 


to give all our friends opportunity to begin using them at 
the same time, and it being impossible to judge the quan- 
tity required, we have decided that we will announce on 
MARCH 15, when we will DELIVER ORDERS RE- 


CEIVED UP TO THAT TIME. Our friends may rest 
assured that we will thereafter have sufficient facilities for 
produzing these colors to keep them constantly supplied. 


GF. I. D. 76 allows seven colors to be used when certi- 
fied. Under F. I. D. 77, combinations of Certified Colors 
may also be certified, and as we expect that for some time 
our facilities will be taxed to produce Certified Colors 
sufficient for the demand for our OLD STANDARD 


SHADES; we shall sell (under F. I. D. 77) these Standard 
Shades ONLY. These we have made and sold for many 


years under our now familiar ‘‘trade names,’’ and we are 
at present selling them under our guarantee that they are 
combinations of the Seven Colors permitted in F. I. D. 76, 
in their uncertified form. 


CO. 


NEW YORK AND CHICAGO 
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California Market. 


SAN FRAnNcIsco, CAL., Jan. 22, 1909. 

The annual meeting of stockholders of the Alaska Packers 
Association was held in San Francisco on January 19th and the 
following directors and officers were elected: Directors—Henry 
F. Fortmann, Wm. L. Gerstle, Isaac Liebes, Louis Sloss, W. B. 
Bradford, Henry E. Bothin, D. Drysdale, John Daniel, George 
L. Payne, Francis Cutting and William Timson. Officers— 
Henry F. Fortmann, president; Louis Sloss and William Tim- 
son, vice-presidents; Isaac Liebes, treasurer; A. K. Tichenor, 
secretary; G. E. Geary, cashier. The annual report of Presi- 
dent Fortmann was as follows: 

‘* The capitalization of the company during the past year 
has remained the same. In accordance with the usual custom, 
all of the books, accounts and vouchers of the Association were 
examined, checked and audited by our auditor, W. W. Arm- 
strong. He reported that the status at the closing of the books 
on January 9th, 1909, was: Outstanding of old issue, 790 
shares; new issue of May, 1905, 56,718 shares. The Associ- 
ation carries its own fire insurance on all buildings, wharves, 
machinery, equipment, material and office furniture; and gen- 
erally one-half of the value of canned salmon and merchandise 
stored in San Francisco; and carries its own marine insurance 
on all floating property and on cargoes of box shook, lumber 
and coal. All up and down general cargoes are insured at full 
values. The ship Lucile, owned by F. B. Peterson & Co., was 
lost at Ugashik on August roth, 1908. This vessel carried at 
the time 4,884 cases of salmon and 300 barrels of salmon, the 
property of the Association. The bark Star of Bengal, owned 
by the Association, together with her cargo of 52,062 cases of 
salmon, was lost on Coronation Island, Alaska, September 2oth, 


1908. The cargoes of these vessels were insured and the insur- 
ance money has been collected. The losses charged to insur- 
ance reserve during the year for the Star of Bengal and some 
minor marine losses amounted to $101,751.52. There have 
been no losses caused by fire during 1908. The insurance 
accouat at the close of 1907 showed a reserve of $232,358.03, 
and was credited with $216,734.53 for the 1908 earnings. It 
now has $347,441.04 to its credit. 

‘“The Association’s pack for the season was about 30% of 
the entire Coast pack of salmon, and was as follows: Sockeye, 
42,974 cases; red, 878,411; king, 13,058; Cohoe, 20,226; pink, 
183,847; chums, 21,961; 1,160,477 cases and 9,335 barrels of 
salt salmon. This is an increase of 60,442 cases and 5,544 
barrels over the pack of 1907. During 1908 the demand for 
salmon has kept up and the prices have been satisfactory, 
except for the cheaper grades; these are sold principally in the 
Southern States and in South America. An unusually large 
carryover by many canners of cheap fish of the 1907 pack, com- 
bined with the stagnation of the markets in these countries, 
caused a depression in the prices of chum and pink salmon. At 
present the supplies of these grades are still in excess of the 
immediate demand. The X cannery, on Kvichak Bay, which 
was almost totally destroyed by fire in May, 1906, has been 
reconstructed and will be operated during the season of 1909. 

‘* The following canneries were operated last year: Alaska 
—Nushagak, 3; Naknek, 2; Kvichak, Chignik, Alitak, Ege- 
gak, Cook Inlet, Pyramid Harbor, Loring, Fort Wrangell, 1 
each; Karluk, 2; total, 15. Puget Sound—Semihmoo, 1; grand 
total, 16. 

‘*Current repairs amounting to $78,755.85 have been charged 
to operating cost. New improvements to canneries have been 
made at a cost of $65,555.25, including the building of the X 
cannery; $116,479.93 has been written off from cannery plants 
on account of depreciation, making the present appraised value 


- Manufacturers of the Strictly High Grade Nickel-Stee! 
““MARYLAND"’ AUTOMOBILE. 


The Sinclair-Scott Co., 


BALTIMORE, MD. 


Modern, Improved Canning Factory For Sale, 


Located in fine tomato growing section. Capacity 
about 24,000 cans tomatoes per day. Fitted with 
improved Hawkins Capping Machine and Ex- 
haust, etc.; labor cheap, raw material obtainable 
and abundant at $6.00 to $8.00 per ton. Site contains 
four acres of land, with two storage warehouses. 


Reason for selling: other business interests 
demanding time and attention. Good opportunity 
for right man. ‘Terms reasonable. 


Address D., Gare THE TRADE. 


CANNING MCAHINERY. 


KING TOMATO FILLERS, 


HAMMOND LABELERS, 


A. K. ROBINS & CO. 


BALTIMORE, MD. 
SSS SS 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 


- 
Bucklin Pea Filler and Briner 
| 


THE TRADE. 


. Automatic Double Seamers, Adjustable and Automatic Feed Table Seamers 
A Sample Line of Our Double Seamers Seamers for Round, Square, Oval or Irregular Shape Cans 


No. 62, DOUBLE SEAMER No. 2, ADJUSTABLE DOUBLE SEAMER 


MAX AMS 
MACHINE CO. 


Everything that the 
CANNER and PACKER NEEDS 
Specialists in 
DOUBLE SEAMERS 


Inclinable Power Presses 
and Dies 


MAX AMS 
MACHINE CO. 


Designers and Builders of 


All Kinds of Machinery 
Estimates Cheerfully Given 


SEND FOR OUR CATALOG 


— MOUNT VERNON, N.Y 
No 34, BOTTLE CAPPER. No. 45, DOUBLE SEAMER No. 2, IMPROVED ADJUSTABLE DOUBLE SEAMER 


No. 35, DOUBLE SEAMER 


No. 121, LOCK SEAMER No. 12, DOUBLE SEAMER No. 22, AUTOMATIC DOUBL® SEAMER No. 2, IMP. ADJUSTABLE AUTOMATIC DOUBLE SEAMER ie 
. No. 126, INCLINABLE POWER PRESS No. 236, DOUBLE ACTION PRESS PE az 
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of the plants $4,284,883.79, or $65,857.10 less than last year. 
The steel barks Star of Scotland and Star of Iceland have been 
purchased for $110,000. The launches Petrel, Teal and Brant 
were built at a cost of $9,372.17. The steamer Thistle and the 
launch Northern Light have been sold for $6,075 and the small 
launch Raven condemned. There has been expended for repairs 
to the fleet the amount of $136,357.22. New improvements 
have been added to the fleet at a cost of $15,160.90. The Asso- 
ciation now owns nine ships, seven barks, two schooners and 
fifty-seven steamers and launches, a total of seventy-six vessels. 

‘*' The Association has again made large disbursements for 
material, etc., in Alaska, continuing its policy of assisting in 
developing this territory. During the season of 1908 the 
expenditures of this company in Alaska amounted to over 
$250,000. 

‘“The two salmon hatcheries of the Association have con- 
tinued operations. During 1908, from the 47,808,200 red sal- 
mon eggs taken in 1907 at the Karluk hatchery, 43,655,000 
fry were liberated, and 40,320,000 red salmon eggs were taken. 
Almost equal results were realized at the Fortmann hatchery. 
In Alaska the government has continued operating a large 
hatchery at McDonald Island, and has completed a second 
hatchery at Litnik, Afognak Island. The canneries, hatcher- 
ies and shipyards and fleet of the Association have all been kept 
in a constantly first-class condition, and more than fully equipped 
to meet all demands on them. Each cannery has machine and 
general repair shops; every cannery district is provided with 
shipways to haul out vessels; large stocks of material, reserve 
machinery and other equipments are kept on hand to provide 
for all probable contingencies. 

‘‘During the year 1908, $231,000 of the bonds of the Asso- 
ciation were redeemed and canceled, reducing the bonded 
indebtedness to $1,609,000. The financial statement shows the 
gross profits for the year to be $880,682.34. In addition to the 


amounts as above shown to have been written off from the can- 
neries and fleet, the further sum of $9,785.01 has been deducted 
from shipyard and office values, making total wrote off for the 
year, $217,574, leaving net profits $663,108. 

‘*The financial statement for 1908 is as follows: Assets, 
canneries, fishing stations, etc. , $4,284,883.79 ; fleet, $1,237,850; 
inventories, $1,317,362.19; unexpired insurance, $2,240.42; 
accounts receivable, $289,081.74; cash on hand, $395,686.36 ; 
profit and loss, $428,439.51 ; total, $7,955,644.01. Liabilities— 
Capital stock, $5,750,800 ; bonds, $1,609,000 ; current indebted- 
ness, $248,402.97 ; insurance reserve fund, $347,441.04; total, 
$7,955,644.01.” 

There is to be a heavy demand for skilled Chinamen to 
work in the canneries in the Northwest during the coming sea- 
son, and agents of the canning firms are now on the outlook for 
help. Some of the more experienced river slitters are being 
engaged for the season at $1,000 and solderers are being taken 
for the season at $600. These prices are nearly double those of 
former years, but the Chinamen are getting scarcer each year, 
and this is the season when they will be most needed. 

R. L. Finlayson is to be succeeded as manager of the Cali- 
fornia Fruit Canners’ plant, at Marysville, by F. W. Tethering- 
ton, formerly in charge of the Yuba City plant. Mr. Finlayson 
will go to the head office, in San Francisco. 

News has been received here this morning, January 22, 
from the Sacramento River Valley, indicating that the flood is 
rapidly reaching a climax and that there is grave danger of 
most of the reclamation work going out in the torrent. The 
city of Stockton is now a foot under wate in the businessr 
section and the country around there is one vast inland sea. 
The following islands have been flooded wholly, or in part: 
Twitchell Island, Jersey Island, Sherman Island, Andrus Isl- 
and, Wood Island, Brennan Island and Venice Island. As this 
district is the centre of the asparagus-raising industry in this 


MARK 


Registered U. S. Patent Office. 


tandard 
olderin 


lux, 


(Formerly manufactured by the Marlou Chemical Works, Jersey City, N. J.) 


Manufactured only by 


The Grasselli Chemical Co 


When you are ready to buy Soldering Flux, order either of these well known brands and 


GET THE BEST 


BEST—Because made by skillful chemists from the very best materials obtainable. 


BEST—Because our formulas are the result of years of experience and because no Flux is shipped that does not pass a rigid 


inspection. 


BEST—Because by their use you will have a smaller percentage of ‘‘leaks’’ and a smaller consumption of solder than when 


any other Flux is used. 


Both brands carried in stock by The Grasselli Chemical Company. 


Cieveland, O., (Main office) 
Cincinnati, O. 
St. Louis, Mo. 


New York, Sixty Wall Street, 
Birmingham, Ala. 
Detroit, Mich. 


Chicago, 117 Michigan St. 
New Orleans, La. 
Milwaukee, Wis. 


St. Paul, Minn. 


S. O. RANDALL, Baltimore, Md. 
Sampies and Prices Promptly Furnished. 


Also by——C.. W.. PIKE CO., San Francisco, Cal. 


Corr d Invited. 
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MEET 
THE 
LOUISVILLE 
CONVENTION 


THE MONITOR LINE 
OF CANNERS MACHINERY 


YOU ARE CORDIALLY INVITED TO MAKE OUR EXHIBIT YOUR 
HEADQUARTERS DURING YOUR STAY AT THE CONVENTION 


HUNTLEY MFG. CO. 


SILVER CREEK, N. Y. 


Monitor Green PeaGrader Monitor Green Pea Cleaner 
WE LOOK 
Monitor Whirlpool Blancher 
Wi LL For Peas, Beans, Spinach, Oysters and Shrimp TH E M 
Monitor Whirlpool Washer and Cooler 
E X H I BI T For Peas, Beans, Spinach, Oysters and Shrimp OVER 
OUR Monitor Can Filler THEY 
For Peas, String Beans, Apples, Ete. L 
FULL Monitor String Bean Cuttter Monitor Pickling Table ARE AL 


LINE Monitor Corn Husker | PE R FECT 
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State, the floods there have a special interest to canners, and a 
further spread of the torrents would have a decided effect on the 
coming pack. The crest of the flood is expected to be reached 
today, but it will be some time before the actual extent of the 
damage can be ascertained. BERKELEY. 


Tri-State Packers’ Association. 


OFFICE OF SECRETARY. 
PRINCESS ANNE, MD., Jan. 23, 1909. 

Dear Sir.—Our meeting at Wilmington, Del., Thursday was well 
attended and great interest was manifested in the matter brought before 
it. This being the Annual Meeting, an election of Officers and Executive 
Committee to serve for the ensuing year was had and resulted in the 
re-election of the old officers and committee. 

The report of the Secretary as to the amount of tomatoes on hand in 
the three States, which was quite full and embraced all sections, showed 
that out of a total pack of 6,703,000 cases, as stated in the report of the 
Secretary of the National Canners’ Association, one-third of said total now 
remains in the packers’ hands. 

Inasmuch as everybody knew that the packers were carrying the goods, 
as a result of business conditions existing since the middle of the packing 
season, this quantity of goods was not thought to be remarkable or excess- 
ive; especially when we consider that we have six of the best consuming 
months ahead, with stocks of canned goods reduced to the minimum 
through persistent hand-to-mouth buying, and general business improving, 
which must cause a greater demand in the near future. Add to this the 
fact that packers will experience greater difficulty than ever before in con- 
tracting with growers for their raw stock at prices heretofore obtainable, 
and we find no reason for sacrificing goods at prevailing prices. 

Other matters claiming attention were arbitration of disputes between 
packer and seller and the fixing of a standard for tomatoes. 

As to the former, it was thought well that a provision to that effect 
should be incorporated in every contract, and instructions were given 
to our members attending the National Convention at Louisville, Feb- 
ruary Ist to 6th, 1909, to see that, if posiible, action to this’end may be 
accomplished by the National body of Canners. 

As to the fixing of a standard for tomatoes, definite action was taken 
by appointing a committee consisting of Messrs. E. C. White, Fred. 


and J. S. Reynolds, together with Mr. W. O. Hoffecker, ex-officio, to meet 
at the Clayton House, Wilmington, Del , on the evening of January 27th, 
for the purpose of examining samples of tomatoes to be obtained from ali 
sections of the three States, with a view to arriving at what shall constitute 
a standard up to which tomatoes should be packed; this committee to 
report their action to a meeting of the Association to be held at the same 
place the following (Thursday) morning at 11.30 A. M., so that, if pos- 
sible, a committee may go to the National Convention with definite 
instructions on the subject. 

Therefore, please bear in mind that there will be a meeting of the 
Association at Wilmington, Del., next THURSDAY, JANUARY 28th, at 
11.30 A. M. Yours very truly, 

C. M. DASHIELL, Secretary. 


P. S.—Any one desiring to send samples (2 or 3 cans) for use of the 
committee aforesaid will please express same at once, C. O. D., to C. M. 
Dashiell, Clayton House, Wilmington, Del., without labels. 


Fire Destroys Steamer Loaded With 7,000 Cases of Salmon. 


VANCOUVER, B. C., Jan. 26.—The steamer Venture, owned by the Bos- 
cowitz Steamship Company, of-Victoria, and worth more than $100,000, 
was destroyed by fire yesterday shortly after starting from Prince Rupert 
for Vancouver. 

The vessel had just finished loading 1,000 cases of salmon when 
flames burst from the engine-room. Fifty passengers and the crew were 
safely landed on the wharf and the boat was cut adrift to save the cannery 
from the blaze. Seven thousand cases of salmon, fully insured, were 
destroyed. 


When athoroughly dry and clean sewing needle is carefully placed on 
the surface of water the needle will float even if the density of steel is 7 or 
8times that of water, says Popular Mechanics. A sewing needle thus 
floating upon water may be used as a compass, if it has been previously 
been magnetized. The needle will then point North and South, and will 
maintain this pcsition if the containing vessel is moved about; if the 
needle is displaced by force, it will return to its position along the mag- 
netic meridian as soon as the restraint is removed. 


SPRINGFIELD VAPORIZING FUEL GAS MACHINE, 


= SOMETHING NEW AND INTERESTING TO PACKERS. GAS 
AT ONE-HALF COST OF YOUR PRESENT SYSTEM. 


This Machine is designed to produce fuel gas from common stove 
gasoline which can be had from tank wagon and corner grocery stores, 
5 gallons of which is equal in heat units to 6 gallons of the high grade 
used in the old underground systems. The difference in the prices 
of these two grades of gasoline is exactly the saving effected, saying 
nothing about the trouble, annoyance and loss by evaporation of obtaining 
the higher grades for your present systems. 

This Machine produces any mixture of gas and air required and will 
retain the same constantly until the last drop of gasoline is gone regardless 
of variable consumption or atmospheric changes. 

These mixtures are determined by adjusting the little pointer between 
_ the spectacles on front of machine and can be adjusted as desired. 
The best results are obtained from 1 gallon of gasoline to the 1,000 feet of 
air which produces a fuel gas of intense heat, and when using Welsbach 
mantels produces an illumination almost equal to an electric arc light. Let 
us know the amount of gasoline you are now using in your present system 
per day, and we will be glad to make a price for machines of equal capacity 
which are guaranteed to give you better results. 


GEO. E. LOCKWOOD CoO., 


308 Chestnut Street, - - PHILADELPHIA, 
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German Foodstuff Imports. 


Salmon, Dried Fruits, Nuts and Olives—Prices and Duties. 


The following suggestive information concerning the Ger- 
man market for various prepared comestibles is furnished by 
Consul-General Robert F. Skinner, of Hamburg, under date of 
November 28: 


An important Hamburg house, which imports American, Canadian 
and Newfoundland salmon as circumstances permit, informs me that 
there is a limited market for canned salmon in Hamburg, but that Ger- 
mans generally, and especially in Berlin, cannot be induced to eat it. The 
Hamburg demand appears to be largely for reexportation to the German 
colonies and for harbor-provisioning purposes. The prices for tall cans 
range from $3.65 to $7.30 per case of 48, and for rectangular tins $9.73. 
The duty on American canned salmon is 60 marks ($41.28) per 100 kilos 
(220 pounds), while Canadian salmon pays $17.85 per 220 pounds. The 
German Government invites tenders for canned salmon from time to time, 
and a Hamburg importer obtained an order not long ago for 1,100 cases 
for German warships at Kiel. 

Salted salmon is imported in large quantities and sold at auction. 
The duty on salted salmon is 3 marks ($0.71) per 100 kilos from all coun- 
tries. It does not appear that any importations from the United States 
have been made. 

CANNED FRUIT AND NUTS. 

The high rates of duty on canned fruit interfere with its introduction. 
These rates are as follows: Rate applicable to imports from the United 
States, 75 marks ($17.85) per 220 pounds, or 60 marks ($14.28) if imported 
from countries enjoying most-favored-nation treatment. 

One Hamburg concern possesses a warehouse in which fruit shipped 
by a certain American packing company is stored and sold on commission. 
The sales are in small quantities and to small dealers, It is said that trade 
can be obtained only on this basis. The name of a firm is appended which 
is so situated as to undertake sales on commission, and direct correspond- 
ence is advised. 


Dealers report a good trade in canned oysters, in which the Red Cross 
and Monogram brands figure prominently, The West is buying freely and 
there is also considerable Eastern demand.— The Fishing Gazette. 


Catsup Case Not Spicy. 


Some tomato catsup was seized during the past year and a R., I. 
reporter writes up the case, which came up for trial in Providence last 
week, as follows: 

The United States Court tried a quantity of tomato catsup this morn- 
ing. Notwithstanding the nature of the defendant, the proceedings were 
not spicy. The tomato catsup was put on trial for its life on the charge of 
being other than what it pretended to be. 

The catsup was noticeably red in the face when it was admitted in its 
behalf that it might not be all that it was labeled, but neverthelnss the 
Government’s contention that it was ‘‘ offal,’ it was argued, ought not to 
be construed as charging that it was ‘‘awful.’’ In behalf of the Govern- 
ment, it is said to have been retorted that the charge was brought under 
the ‘‘ pure food ’’ and not the ‘‘ poor food” law. 


Of Interest to Canners. 


Mr. Isaac Robinson, of Baltimore, who for many years has been identi- 
fied with the canned goods industry, has just become associated with the 
Southern Can Company, of this city, and will immediately assume charge 
of their Packers’ Can Department. Mr. Robinson’s wide acquaintance 
and thorough knowledge of the business will doubtless largely increase 
the packers’ can sales of this concern, already of large proportions. 


Canned clams are in fair demand at the previous quotations. 

Tha Eastport (Me.) Sentinel says: ‘‘It is reported that the Under- 
wood Packing Company, of Jonesport, is soon to start a clam packing 
business in this city in the Paine-Hume factory, South End. Their man- 
ager, F. Hinkley, has been here making arrangements.”’ 


The Seattle Trade Register summarizes the salmon pack of the 
Pacific Coast for 1908 and places it at 3,835,634 cases, as compared with 
3,911,325 cases for 1907. The Alaska district furnished 2,625,655 cases in 
1908, an increase over 1907 of 433,571 cases. 


It is reported that tomato growers all over the Shore are forming a 
combination to compel canners to pay $10 a ton for the fruit’ Whether or 
not Queen Anne’s county will be included in this organization is not 
known, but the matter will be discussed by the numerous Granges 
throughout the county. 


J. D. Blakemore 
J. D. BLAKEMORE & COMPANY, 


Canned Goods Brokers 


Sam W. Booksh. Jr. 


508 Poydras Street, New Orleans, La. 


FOR SALE. 
Hawkins’ Capper, just been refitted in shop. Price low for 
quick sale. Address 
‘“TOMATO,”’ 
11-13-tf Care THE TRADE. 
FOR SALE. 


TWO HAWKINS CAPPERS and TWO PLUMMER 
PEA FILLERS, in good order. 


Address 
WISCONSIN PEA CANNER. 


11-27-08-tf Care THE TRADE. 


FOR SALE. 
200 Bushels very choice Connecticut grown STOWELL’S 
EVERGREEN SUGAR CORN on the ear. 
Address, WINTERS & PROPHET CANNING Co. 


1-8-tf. Mount Morris, N. Y. 


FOR SALE. 


MINCE MEAT CHOPPER—Good as new, low price. 
Also CUTTER, for cutting vegetables fine, and also good 
HORSE RADISH GRATER. Address 

JOHN E. SMITH’S SONS CoO., 


I-I-Im Buffalo, N. Y. 


CO. 


SELLERS AND BUILDERS 


HIGH SPEED 
AUTOMATIC 
CAN MAKING 
MACHINERY 


CHICAGO ax» BALTIMORE. 
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THE TRADE. 


PUBLISHED EVERY FRIDAY BY 
THE TRADE COMPANY. 


INCORPORATED. 
S. JupcE, - - - - - President and Managing Editor. 
F. Jupck, - - - - Secty.-Treas., Asst. Editor. 
304-5 Maryland Savings Bank Building, Baltimore, Md. 


THE TRADE is the only paper published exclusively in the interest 
ot the Canned Goods Packers of the United States and Canada. 
Established in 1878. 


TERMS OF SUBSCRIPTION, 
Payable in advance on receipt of bill. 


One year, - - . - - - - - - $2.00 
Six months, - - - - - - - - - $1.00 
Fereign, - - - - . - - - - - $4.00 
Canada, - - - - - - - - - $3.00 


ADVERTISING RaTES.—According to space and location. 
Make all Drafts or Money Orders payable to THE TRADE Co. 
Address all communications to THE TRADE Co., Baltimore, Md. 


Notices of Hands Wanted or Situations Wanted will be inserted 
free for paid annual subscribers; other parties will be charged $2.00 
per inch per insertion, $5.00 per month. 


Packers are invited and requested to use the columns of THE TRADE 
for inquiries and discussions on all matters among themselves pertainizg to 
their business. 


Business communications from all sections are desired, but anonymous 
letters will be ignored. E. S. JUDGE, Managing Editor. 


Entered at the Postoffice, Baltimore, Md., as second-class mail matter. 


BALTIMORE, FRIDAY, JANUARY 29, 1909. 


EDITORIAL JOTTINGS. 


The Big Show is about to open and the faithful are about 
ready to move on the Convention City—Louisville. A pleasant 
journey to you gentlemen. 


If the force the industry seems to have struck recently is 
kept up, the meeting at Louisville will be a 1ed hot one—brim 
full of good, active, beneficial work. 


To one as long acquainted with the industry as the writer, 
the new movements and the energy of the movers are most 
interesting and edifying. Many of them are new only in the 
eagerness with which they are now followed. 


Many years ago, after hard, unending efforts associations of 
canners were formed in most States or sections; and this work 
done, a National Association was formed, to which each minor 
association appointed delegates. This was on the side of the 
State Legislatures and the National Body. 


But the industry was not ready for such movements, the 
minor associations languished or died, and the National was 
dissolved. From the ruins sprang two bodies, the Atlantic 
States and the Western Association, but which really had 
always existed. In their turn these were merged into the 
present National Canners’ Association, and behold the State 
associations are again reviving and showing great activity. 


What is true of these bodies, is as true in regard to their 
actions. Steps are being taken now, looking to the advance- 


ment of the business, which were advocated in the early days, 
but come to naught. Now they are being acted upon and 
endorsed by canners everywhere. It all goes to show how the 
individuals composing the industry have advanced in their busi- 
ness methods. 


We have seen, recently, the Ohio State Association, with 
that veteran of the business, J. C. Warvel, at its head, adopt a 
form of standards for their goods, and unanimously resolve on 
asking Congress for a law compelling the use of heavier coated 
plates in the making of packers’ cans. 

We have seen the Indiana Canners’ Association do the 
same thing, and the Tri-State Association is working along the 
same lines. This is tangible evidence of advanced commercial 
dealing, and pleasant to note. It marks the beginning of the 
end of that old distrust one canner with another, the spirit that 
precluded all possibility of advancement, and which was the 
cause of all the failures in the early association work. 


But most noticeable of all advances is the position now 
being taken regarding the labeling of goods, or to be more 
explicit ‘‘Jobbers’ Labels.’’ There has come over the industry 
a complete change of sentiment on this question, and the can- 
ners generally are as enthusiastic about having their name on 
all goods they pack, as they formerly were against it. It has 
been a long fight, but we believe the goal has been reached. 

Turn back to the time of the discussion of the Pure Food 
Law before Congress, and you will find Tur TRADE then urged 
as a requirement that the canner be compelled to place his name 
on every can he packed—his true name and true address. We 
were derided on our position ; but today the industry sees it as 
we saw it, and is demanding it. For years before that time we 
had contended for the same action all canners are today show- 
ing an eagerness to adopt. Not until we have such a law will 
we get the canned goods business into its proper commercial 
position. We will not be surprised to see Louisville the scene 
of a demand on the government that this condition be required. 


Even the jobbers are changing their position on this ques- 
tion, and we have been told by some of them that they are going 
to insist upon the canner placing his name on their labels. 
They want the labels to read ‘‘Packed for, the jobber, by the 
canner.’’ Under such an arrangement the jobber can work up 
and control a brand, and the canner will either receive the credit 
or the blame as the case may be. But that it will be ‘‘credit’’ 
there is little doubt ; and when we arrive at such a general con- 
dition, then we will have reached the end of ‘‘any kind of goods 
so that they are cheaper.”’ 


Many of our readers must have been agreeably surprised, 
or at least relieved, by the decision of the board of experts on 
the benzoate question. Naturally the reverse of Dr. Wiley’s 
position in this question has caused joy to interests who differed 
with him. And yet no fair-minded man will condemn the 
Doctor because the scientists have, apparently, contradicted 
him. There is more in the question than the mere harmfulness 
or harmlessness of benzoate of sodium as a preservative, and all 
thinking men realize this. 


In the hands of experienced, reliable and honest food manu- 
facturers benzoate is not a dangerous commodity ; and we doubt 
if Dr. Wiley himself ever feared it there. But when the barriers 
are thrown down to honest manufacturer, and to the dishonest, 
unprincipled alike, then is when it does become a source of 
danger. Dynamite and poison are only dangerous when 
improperly used, and laws are made concerning them to protect 
lives and property, only because of the chance of their misuse. 


— 
A. 
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And so it was with benzoate of sodium as a preservative. The 
time may come when those who are rejoicing most now will 
themselves beg that it be not allowed. Canned goods packers 
know Dr. Wiley well, and know that there is nothing personal 
in any position he takes; that any decisions he comes to are 
based upon the betterment of the business, and look to the 
advancement of the industry. 

This industry, per se, has not been at all interested in the 
Benzoate question; but there is little doubt that canned goods 
will suffer because of the scientist’s decision; suffer at the hands 
of ignorant or misinformed writers who will bring canned goods 
into the list of goods in which that preservative is used. In the 
light of canned goods alone, the decision has been decidedly a 
bad thing for the industry, To the makers of pulp, preserves, 
pickles and condiments the decision puts an end to a doubtful 
matter that must be agreeable. We hope the abuses will not be 
allowed to follow in its wake. But we cannot help feeling that 
one day Dr. Wiley’s position will be recognized as having been 
the proper one. 


A Sweetmeat From Bananas. 


Consul Ralph J. Totten, of Puerto Plata, sends the follow- 
ing description of a delicious sweetmeat prepared in Santo Do- 
mingo by both natives and foreigners: 


It is made from large, thoroughly ripe bananas. The skins are 
removed and the fruit cut into thin slices about a quarter of an inch in 
thickness. These pieces are sprinkled with fine or powdered sugar and 
are placed in the sun, laid out on boards or shallow trays. As the fruit 
dries out, it is turned over several times and each time is dusted with the 
sugar. Ina few days it becomes sufficiently dry and the result is a crystal- 
lized conserve most delightful to the taste. Those who have eaten this 
sweetmeat are uniformly pleased with the delicate flavor, holding it supe- 
rior to any of the costly crystallized fruits. 


New California Food Law. 


Senator McCartney, of Los Angeles, introduced a bill into the Cali- 
fornia Legislature providing for the strictest sanitary methods in the 
manufacturing, producing and handling of foodstuffs. He also introduced 
a measure prohibiting the sale or transportation of adulterated and mis- 
branded foods, unless properly labeled. The first measure makes it a mis- 
demeanor for an employer to allow an employe to handle any products 
until after washing thoroughly. The bill also prohibits the employment of 
any person inflicted with infectious or contagious diseases. The bill pro- 
hibiting the sale of adulterated foods is modeled on the National Pure 
Food Act. 

See special article in THE TRADE of last week’s issue, ‘‘ The Sanitary 
Tomato Cannery.”’ 


Canned Tomatoes ‘‘ Prepared.”’ 


Duty 40% Rate Instead of 25 Upheld by Appraisers. 


Tomatoes put up in airtight cans were held recently by the Board of 
United States General Appraisers to be dutiable under the tariff provision 
for ‘“‘vegetables prepared or preserved, not specially provided for,’’ at the 
rate of 40% ad valorem. 

The question of the classification of the tomatoes under the tariff 
turned on the point of their treatment in preparation for the market. Ac- 
cording to the Grossfeld & Roe Co., of Chicago, the importers, nothing has 
been done to the tomatoes except to wash, place in water and seal in tins. 
Under these circumstances the importers allege their merchandise should 
be given entry at only 25% as being ‘‘ vegetables in their natural state.”’ 

In denying this contention, Judge Waite draws attention to a decision 
of the United States Circuit Court of Appeals in which it was held that 
mushrooms when hermetically sealed in tins were held to be dutiable as 
‘‘prepared vegetables,’’ and applies the same reasoning to tomatoes. 

“The testimony as to what treatment the tomatoes have undergone 
before shipment is somewhat conflicting,’’ says the decision. ‘We are 
satisfied from the evidence, however, that they have been sterilized by 
being subjected to heat in order to prepare them for the market.’ 


TIME AND MONEY SAVED! 
THE MACHINES 


FOR. LACQUERING, DATING, 


LABELING AND WRAPPING. 


DO THE FASTEST, BEST AND CHEAPEST WORK POSSIBLE. 


WHATEVER METHOD IS NOW EMPLOYED, THE “BURT WAY” WILL 
PROVE MORE ECONOMICAL AND SATISFACTORY. 
ASK FOR PARTICULARS. 


BORT MACHINE COMPANY, 


BALTIMORE. 
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Jobbers’ Views 


Conditions as Observed by Leading Groeer Journals of j 


Various Sections and Their Comments. 
Philadelphia. 

There has been no change in tomatoes during the past week. The 
minimum for full standard No. 3 Marylands is still 7oc. and the demand is 
light. Corn is unchanged and dull, except for certain large sales of Mary- 
land corn at concessions. The concessions were due to desire to move goods 
and not to any market fluctuations. Peas are selling in spots. There is 
some little demand for good grades and even a better demand for low 
grades, but there is no keenness to the market, and prices show no change. 
Apples are unchanged on the last quotation. Eastern brands of peaches 
are in poor supply, but dull; prices steady to firm. California canned 
goods show no special activity, the trade from jobber to retailer being 
light. Prices are unchanged. Small Baltimore canned goods are un- 
changed in price and in light demand.—Gvocery World. 


Chicago. 


The Business Situation.—Conditions are looking up very noticeably. 
The week’s trade has shown improvement over the preceding week and 
prospects are that there will be further improvement in the demand for a 
number of staple articles of food, among them canned goods and dried 
fruits. The latter are being consumed very freely now, most of the items 
in this class and the former are being used very liberally by the retailers’ 
customers. Priceson everything in canned goods are down to where it 
would be unreasonable to look for any lower prices; any change occurring 
should be an advancing market. Weather throughout the West is more 
seasonable and this has had a good effect, stimulating demand for winter 
goods. Whether or not it is an indication that canned salmon is becoming 
more and more an article of diet the year round, there is nevertheless a 
better demand for the article this winter than in the past. Red Alaska is 
wanted, as are other better grades, and all at firm prices. The market on 
domestic and imported sardines holds very firm. An Eastern report says: 
‘‘The demand for domestic sardines, subject to approval of the revised 
prices to be-made after January 25, continues and the available supply on 


such terms is said to be rapidly diminishing.’’ Canned lobster is firm, 


also shrimp. Cove oysters are in fair demand at steady prices Retailers 
are buying rather more staple canned vegetables. Tomatoes are in 
increased demand, prices holding steady. Canned peas are firm aud some 
of the more desirable grades getting scarce. Corn continues to sell at 
unchanged prices. If there comes a change, it should be an advance. All 
kinds of canned fruits hold firm, with a seasonable demand for the list, 
though peaches seem most wanted just now. Supplies of all varieties of 
canned berries are reported small and this holds prices on.a firm basis.— 
Grocers’ Criterion, 


St. Louis. 


Business has been very good during the past week, orders com- 
ing in much more liberally than would naturally be anticipated, consider- 
ing the bad weather all through this section of the country, making the 
roads hard to travel and causing the retailers to be chary in placing orders. 
No particular section seems to be in the lead on orders. The order clerks 
tell that the letters that they receive call for a general assortment all along 
the line. Tomatoes are the leaders in the canned goods line and are 
moving just now especially well. It must be remembered that few of the 
retailers placed liberal orders last year for future canned goods and have 
been buying from hand to mouth right along. It now seems that the 
stocks are getting low just at the time when the demand is best and the 
natural result is a stiffening of prices which brings the quotation up now to 
not far from goc. for good standard Indiana pack. There has been some 
complaint from a few of the jobbers on irregularly and carelessly packed 
Missouri goods, which will call for closer attention on the part of the can- 
ners in this State if they expect to get top prices for their goods. Corn is 
moving well, though in smaller quantities than the red vegetable, with 
standard Illinois goods going out at 85c. The demand for peas is only fair 
and the prices are unchanged, with no features to report this week. Red 
kidney beans are quiet, but are being called for in occasional lots, showing 
that this vegetable has a firm hold, now that it has been made better 
acquainted with the consumers.—TZhe Interstate Grocer. 


Toronto, Can. 

The demand for canned goods in the fruit line is reported good, while 
peas, corn and tomatoes are being called for as much as usual. The mar- 
ket is represented by several of the brokers interested in canned gooods as 
more active than for some time. An activity is noticeable this week. 
Some lines of fruit are selling well on account of the lessening of the sup_ 
plies of the consumers. Dried fruits are also firm.—Canadian Grocer. 


BETHLEHEM 


BEST HOIST EVER BUILT. 


Friction Clutches Throughout. 
Sure Limit Stops. Greatest Daily Capacity. 
MOST DURABLE. 
No Hard Work For Operator. 


MANUFACTURED BY 


BETHLEHEM FOUNDRY AND MACHINE COMPANY 


SOUTH BETHLEHEM, PA. 
We are Specialists in Hoisting Machinery. 


MANUFACTURERS OF 


BOXES SHOOKS 


LOMBARD & CONCORD STS. 
BALTIMORE, MD. 


Patents and Trade Marks 


Food and Drugs Aet Opinions. 


JOSEPH M. BOWYER 


Attorney-at-Law and Solicitor of Patents 


TELEPHONE 
MAIN 2587 


[110 F STREET, SN. W. 


WASHINGTON, D. C. 
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TIN CAN MACHINERY. 


All can manufacturers are interested in any machinery that will make them more PROFIT with the same labor expenditure. 


If we cannot demonstrate to your entire satisfaction that our machinery will earn more MONEY for you with the same labor 
outlay and practically no repair expense, YOU don’t want it at any price. If we can SHOW YOU, you cannot afford to use or buy 


any other at any price. 


Our New Model 8A combined automatic Lock Seam Body Maker and side seam'Soldering Machine at $1,800.00 and Model 8B 
Rotary Header at $1,000.00 for standard cans will amaze you by their simplicity. Capacity 50,000 cans in ten hours, only one rotating 
shaft and no rotating cans. 

Our Standard Machines have a daily capacity of close to 80,000 cans in ten hours, and for making the new Lock and Lap Seam. 
Sanitary Can are the only ones in existence that have been demonstrated by actual operation. Ask the largest manufacturer of 


Sanitary Cans about the FIFTEEN Body Machines and TWENTY Slitters of our make they operate. 


OUR PATENTS COVER THE ART COMPLETELY. 


See us at the convention or write. We will gladly go into any can making proposition and SHOW YOU. 


UTICA INDUSTRIAL CoO., 
ROME. N. Y. 


fos 
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IT 
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LANG'S 
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> .M.LANG CO., 


7 STATE ST_NEW YORK CITY. 
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Montreal, Can. 
Fruits aud vegetables are more active this week. Canned meats are 
also in better demand than for some time. Canned fish, with the excep- 
tion of salmon, are very much neglected. 


London, England. 


Salmon.—Pending the arrival of shipments of Alaska, supplies here are 
limited and a premium is being asked and this week the market has 
advanced 3d. British Columbia has met with a better demand and the tone 
keeps very firm. The Assuan has arrived with 500 cases. Lobsters.— 
Finest qualities keep very firm. The Ulunda has brought 619 cases to Liv- 
erpool. Sardines are in fair demand and the market is steady. Reports 
of the fishing state that the few fish being caught are of large size. The 
high prices ruling for olive oil in consequence of the shortage of sup- 
plies is a factor to be reckoned with so far as sardines are concerned, and 
as a consequence the price of all new season’s fish in the packing of which 
olive oil is used will, it is expected, advance. The Salmo has arrived at 
Hull with 1,470 cases. Fruits continue to go well into consumption, and 
the market maintains a firm tone. There is more business doing in pine- 
apples at firmer rates, and advices from the other side state that preservers 
in Singapore have withdrawn their quotations owing to the scarcity of 
fresh fruitthere. The Kentuok and the Kanagarne Maru have arrived with 
1,500 cases and 750 cases pineapples, respectively, and the Assuan with 
I,253 cases fruits. 


Liverpool, England. 


The good trade of the last two or three weeks continues, and large 
quantities of all kinds of canned goods are going out into the country. 
Salmon.—Particularly active, and the choicest qualities of one-pound 
talls, one-pound flats and half-pound flats are being inquired for. Alaska 


salmon is strong at about 22s. 3d. Sardines quiet. Fruits —The Celtic 
Monarch is discharging her cargo, and a quantity of apricots is going 
straight into the country from the quay. The outturn of the fruit is 
exceedingly satisfactory—clean, bright and in the best of condition. 
Pineapples.—The demand experienced during the past fortnight has been- 
unprecedented for this part of the season, owing principally to the attract- 
ive prices, which are the lowest on record, and should be such as to tempt 
buyers while the opportunity offers. The Machaon has arrived with 
506 cases.—Grocers’ Gazette. 


Current Trade-Mark Data. 


The following trade-marks have been favorably acted upon by the 
United States Patent Office. Any person who believes he would be dam- 
aged by the registration of a mark may oppose it. All inquiries should be 
addressed to Joseph M. Bowyer, Patent and Trade-Mark Lawyer, 1ilo 
F St., N. W., Washington, D. C. 

: January 21, 1909. 
SERIAL No. 

36,068 The words, Elgin Milk and Cream Co. Tulip Evaporated 
Milk, written on a conventional design. Owner, Elgin Milk 
and Cream Company, Elgin, Il]. Used on evaporated milk. 

The words, Comet Brand, Design, the representation of a 
comet. Owner, Moellering Bros. & Millard, Fort Wayne, Ind, 
Used on canned vegetable. 

The words, Opera Club. Owner, Strohmeyer & Arpe Com- 
pany, New York, N. Y. Used on French meat preserves, 
canned French fruits, canned French vegetables, cotton seed 
oil, olive oil, macaroni, spaghetti, vermicelli and Portuguese 
sardines in olive oil. 

The words, The Scout Brand. Design, an Indian on horse- 
back. Owner, H. P. Cornell Co., Providence, R. I. Used on 
canned vegetables. 

The words, Swedish Maid. Design, aSwedish Maid. Owner, 
Strohmeyer & Arpe Company, N. Y. Used on smoked 
sardines in oil. 

Design, a cowboy lassoing cattle. Owner, The Campagnie 
des Produits Kemmerich Societe Anonyme, Antwerp, Belgium, 
Used on extracts of meat. 

The word, President. Owner, Armsby Preserving Co., San 
Francisco, Cal. Used on canned fruits, namely, apples, apri- 
cots, blackberries, cheriies, raspberries, strawberries, grapes, 
nectarines, peaches, pears, plums and loganberries. 

The word, Gateway, written on on the picture of a gateway, 
and beyond is the representation of an orchard. Owner, 
Lewiston-Clarkston Canning Co., Ltd., Lewiston, Idaho. 
Used on canned fruits and vegetables. 

The words, American Lady. Owner, Haas-Lieber Grocery 
Co., St. Louis, Mo. Used on canned beans and pork with 
sauce, evaporated milk, canned peas, canned corn, canned 
oysters, canned pineapples and canned tomatoes. 


37,263 


37,280 


37,390 


38,404 


31,654 


345755 


37,669 


38,862 


HAVE YOU EVER NOTICED HOW SUCCESS IS IMITATED‘ 

We are the originators of the ONE PIPE SYSTEM z 
which has proven its value in the Canning Factory. Z =e 

As the 2oth Century Gas Apparatus is the Ze 
only Machine that will make an absolutely uni- ee 
form quality of gas regardless of the changing E 
consumption, it is the only Machine that will $ 
operate perfectly with a one pipe system. E 

Call on us to demonstrate and prove this state- = 
ment while at the Louisville Convention. 

Permitted to be installed in your main factory 
building without affecting your insurance. 

Durable, Reliable,Safe. 
Cheapest and Most 
Efficient Service 
Kemp Delivers “20th CENTURY GAS PRODUCING APPARATUS" 
the Goods 
on Trial BALTIMORE, MARYLAND. 
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SANITARY CANS 


With 


IMPROVED LOCK SIDE SEAM 


We are pleased to announce that we are 
equipped to manufacture all regular sizes of Sani- 
tary Cans with our Improved Lock Side Seam. , 
This style of Side Seam has been thoroughly 
tried out and perfected during the past season; 
it has given universal satisfaction and is regarded 
as a decided improvement over the Lap Side 


Seam. Our adoption of the Improved Lock Seam 
marks another step forward in the development 
of the Sanitary Can. The old style Lap Seam 
served us well, as indeed it did all Can making 
systems in their embryotic stages. In thus aban- 
doning it, we are removing the only obsolete 
feature of the Sanitary Can. 


Sanitary Cans have been originated, devel- 
oped and perfected by us. Our many years’ ex- 
perience is worth much to the packer. 


We manufacture ONLY this type of Can, 
and devote our entire attention to it. We have 
no experiments to try out on any one. 


SAMPLES UPON REQUEST. 


SANITARY CAN COMPANY 


Factories: 
Fairport, N. Y., Indianapolis, Ind. 
Bridgeton, N. J. 
General Offices: FAIRPORT, N. Y. Sanitary Can Company, Ltd., 
New York Office: 447 W. FOURTEENTH ST. Niagara Falls, Ontario. 


Cans manufactured under Max Ams Patents. 
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Items. 


Juneau, Alaska.—It is reported several new salmon can- 
neries will be erected in this vicinity next season, among which 
is that of Captain Gallagher. Also one by W. H. Robinson at 
Hawks Inlet. 


Stuttgart, Ark.—The $10,000 canning factory here is said 
to be assured and nearly all the stock has been subscribed. 


Magnolia Ark.—Chartered, the Magnolia Canning factory 
with $10,000 capital. Incorporators, A. J. Carter, president ; 
J. O. Hutchinson, T. J. Brewster, P. H. Roberts and 
W. W. Boyd. 


The Green Forest (Ark.) Canning Co. will be organized 
with $20,000 capital stock by C. L. Scott, who has purchased 
an interest and proposes to increase the capacity. 


Savannah, Ga.—We understand the work on the buildings 
of the Savannah Co-operative Canning Co. will commence 
shortly, and the building will probably be in readiness for this 
year’s crops. The capital stock will he $10,000. 


Jeffersonville, Ky.—Growers in this section are contracting 
with the canners to grow tomatoes at $8.00 per ton, but only to 
a small degree as many growers expect higher prices. 


Dodson, La.—At a recent meeting of the Dodson Canning 
& Mfg. Co. a committee was appointed to select a site for the 
building of a new factory. 


Chicago, Ill.—We are advised by Grant, Beall & Co. that 
they have secured the services of C. J. Bodden, who will devote 
his time to the management and development of their canned 
goods department. Mr. Bodden needs no recommerdation to 
the trade, as he is already well known. 


Dunkirk, Ind.—We learn from bere that the Snyder Pre- 
serve Co. of Cincinnati have agents out interviewing the farm- 
ers, endeavoring to make contracts with them to grow tomatoes 
at $7.00 per ton and they to furnish the seed. The company is 
meeting with success. 

Eros, La.—Farmers in this section held a meeting for the 
purpose of forming a canning company and build a factory. A 
committee was appointed to solicit stock subscriptions. 


Addison, Me.—Incorporated, the Addison Canning Co. 
with a capital of $10,000. President, E. F. Cole ; treasurer, 
W. N. Nash and others, all of Addison. 


Newbridge, Md.—We understand sufficient capital has been 
subscribed by the farmers in this section to start work on the 
proposed cannery. 


Menominee, Mich.—The Michigan Refining and Preserving 
Co. will add another line of pea machinery to it’s now already 
large factory, and the company wili employ upwards of 200 
hands next season. 


Michigan made a very enviable record last year in the can- 
ning line, and has to its credit many millions of cases of peas, 
corn and tomatoes, the first named article leading by a large 
majority. 


JOHN H. ERSKINE 


262 Randolph Bldg. - MEMPHIS, TENN. 
Merchandise Broker and Manufacturers’ Agent 


Accounts Solicited of Manufacturers, Brokers, Dealers 
and Producers of Canned Goods and all Goods 
Handled by Wholesale Grocers 


REFERENCES: ALL MEMPHIS JOBBERS 


CANTON BOX COMPANY, 
2501 to 2515 Boston St., 
BALTIMORE, MD. 


Packing Boxes. 


Made up or in Shooks. Cargo or Carload. 


he” 


MORRAL BROTHERS 


Manufacturers of 


THE MORRAL CORN SILK BRUSHING MACHINE, 
THE MORRAL SINGLE CUT CORN CUTTER, 

THE MORRAL DOUBLE CUT CORN CUTTER, 
THE MORRAL CORN COOKER-FILLER, 

THE MORRAL CAN WIPING MACHINE and 

THE MORRAL LABELING MACHINE. Also dealers 
in Capping Machines, Retorts, Etc., and can furnish full 
line of Corn Machinery. 


WRITE FOR CATALOGUE AND PRICES. 


MORRALL CAN WIPING MACHINE. Address: 
e simplest Can-wiping machine onthe market. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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Robinson’s Blank Feeding Attachment 


PATENT PENDING. 


For feeding blanks to a die to be 


cut into caps or lids; also bumping 


blanks into caps or lids. The attach- 


ment can be applied to any press. 


Capacity 60,000 per day of 10 hours. 
Prices quoted on application. 


MANUFACTURED BY STEVENSON £ COMPANY, 
106-7 S. CAROLINE STREET, BALTIMORE, MD. 


JEROME B. RICE SEED COMPANY 


We can supply for present delivery at lowest prices, or will make growing contract prices for 1909 crop. 


Beans, 
Beets, 
Onions, 
Peas, 
Squash, 
Tomatoes, 
Sweet Corn, 
Cucumbers. 


Correspondence 
Invited 


Cambridge Valley Seed Gardens, - CAMBRIDGE, N. Y. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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Capacity, 10,000,000 Cubic Feet. 


Delaware Avenue Stores, Nos. I, 2, 
3—Delaware Avenue, Water and 
Pine Streets. 


Pennsylvania Stores—Front, Pine 
and Water Streets. 


Pennsylvania Tobacco Stores, 
Bonded Front, Water and 
Pine Streets. 


Sixteenth Street Stores—Sixteenth 
and Callowhill Streets. 


Moro Phillips Stores—Delaware 
Avenue, Swanson and Fitzwater 
Streets. 


West India Stores, Bonded—Dela- 
ware Avenue, north side of 


and Cambria Streets. 


Twenty-third Street Stores— 
Twenty-third and Race Streets. Se 


Twenty-third Street Grain Ele- BEST WAREHOUSES 


vator—Race and Bonsall Streets. 


Warehouses for storage of Haz- 
ardous Merchandise. 


PENNSYLVANIA 
WAREHOUSING 


and Safe Deposit Co. 


Warehousing and Banking. 


Banking House and Main Office, 113 and 115 South Third Street 


Warehousing and Banking 


Catharine and Swanson Streets. Storage 
Atlantic Stores, Bonded— Dela- Labeling 
ware Avenue, north side of Taner 
Catharine and Swanson Streets. Shipping 
Port Richmond Stores—Richmond Distributing 


Direct Track Connection. 


Capital and Surplus, $1,100,000 


PHILADELPHIA 


Advances Made 


BEST SERVICE 
MODERATE CHARGES 


C. F. HARWARD, 


Contractor and Builder of 


CANNING FACTORIES 


Twenty years practical experience. Beware of 
$8000.00 Canning Factories. Fifteen years practical 
experience in State of Maryland. If you are going to 
build a canning factory let me figure with you on your 
plant. I can build you a plant to pack 24,000 cans in 
10 hours for $4500.00, turn key job. 

For further information write me, 


Cc. F. HARWARD, 
BROWNSVILLE, TENNESSEE. 


We manufacture a full line of Fine Silvered and Plain Screw 
Caps for Catsup Bottles, Whiskey Flasks, Pepper and Salt 
Seller Tops, Mason Jar Caps and Jelly Jar Covers. Samples 
and prices on application. 


BERNARDIN BOTTLE CAP CoO. 


Evansville, - - Ind. 


Canning Machinery of all Kinds 


Including the Celebrated 


Queen Anne Cooker. 


SIMPLE - Light Running—Easy to Clean—None Better. 
Send For Description, Terms, Etc. 


I have some great bargains to offer in 
machinery of every description—little used— 
practically as good as new. 


H. Cottingham, 


BALTIMORE, - - MARYLAND. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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TENNESSEE 
CAN COMPANY 


Chattanooga, Tenn. 


Fruit and Vegetable 


CANS 


STANDARD SOLDERED CANS 


AND 


Latest Improved Lock Seam Sanitary Gans, 


Our large output and good shipping 
facilities enables us to make prompt ship- 
ment of all orders. 

Chattanooga is the Best distributing 
point in the South. 

Write us for prices on Cans and Solder 
Hemmed Caps. 

, Our traveling men are subject to your 
call. 

The Southern packers’ Interests are 
our Interests, and we want your order the 
coming season. 


/ 


r Lewis Power Can Tester 


CAPACITY, 12,000 NO. 2 OR NO. 3 CANS 10 HOURS. GALLONS, 6,000 
ALSO MANUFACTURER OF 
Pineapple Peelers and String Bean Cutters. Second-haad Machinery 
for sale; Power Presses, Steward Sanitary Can Double Seamer and 
Lineing Machine for No. 2and No. locans. Also lot of Can Dies, all 


sizes, with Cap Dies for same. Very cheap. 


E. J. LEWIS, 


The Metallic’ 
Decorating G. 


.. TIN PLATE DECORATING... 
IN ALL IT’S BRANCHES 


GOLD LACQUERING AND PRINTING 
OF PLATES TO STAND PROCESSING 
A SPECIALTY 


AMPLE FACILITIES TO EXECUTE ORDERS QUICKLY 


194 CHAMBERS STREET 
NEW YORK, N. Y. 


WORKS WITH 
BROOKLYN, 


R. R. SIDETRACKE: 
N. Y, 


Fire Insurance 
at Canners Exchange 


LANSING B. WARNER, 


* Attorney and Manager. 


5 Wabash Avenue, CHICAGO. 
ADVISORY COMMITTEE. 
FRANK VAN CAMP, Chairman. CHAS. S. CRARY, Treasurer. 
Indianapolis, Ind. Hoopeston, Il. 


GEORGE G. BAILEY, 
Rome, N. Y. 


J. RISSER, Onarga, 
Officially Endorsed by the National Canners’ Association. 
Canners Exchange Polices Give 


ABSOLUTE SECURITY 


If you doubt this investigate and we will prove it 
to you. 


Why longer allow prejudice to stand in the way 
of your saving money? 

Canners Exchange has now reached the point 
where its success is assured. 

EIGHTY PER CENT has been SAVED by SUB- 
SCRIBERS up to the present time. 


It is worth your while to consider this. Do it now. 


WM. R. ROACH, 
Hart, Mich. 


For full information, address 


LANSING B. WARNER, 


Attorney and Manager, 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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Canners’ Ready 


Of Machinery and Supplies 
and Those who Sell Them 


AIR PUMPS. 
Clark Novelty Co., Rocheater 
Max Ams Machine Co., New York City. 
J. S. Hull Mfg. Co., Baltimore. 
Sprague Mfg. Co., Chicago. 


APPLE FILLERS. 
See String Bean Fillers. 
AUTOMATIC CANMAKING MACHINERY. 


Ayars Machine Co., Salem, N. I. 
E. W. Bliss Co., Brooklyn, N. Y. 
Slaysman & Co., Baltimore. 
Stevenson & Co., Baltimore. 


Stiles-Morse Co., Chicago and Baltimore. 
AUTOMATIC CANNING SYSTEMS. 


Judge Machine Co. Baltimore. 
Sprague Canning Machinery Co., Chicago. 
AUTOMOBILES. 

Sinclair-Scott Co., Baltimore. 
BELTING. 

Burt Machine Co., Baltimore. 


BOOKS FOR CANNERS. 
A Complete Course in Canning and others, 
The Trade. 


Solder, A. Schultz & Co., Baltimore. 


BOTTLE CAPPING, CORKING, FILLING 
MACHINES. 

Max Ams Machine Co., New York City. 
Sprague Canning Machinery Co., Chicago. 
BOXES AND BOX SHOOKS, 

Canton Box Co., Baltimore. 


H. D. Dreyer & Co., Baltimore. 
Holley-Matthews Mf’g Co. Sikeston, Mo 


BOXING MACHINES. 
Burt Machine Co., 
Fred. H. Knapp Co., 
BROKERS. 
Baker & Morgan, 

J. D. Blakemore & Co., New Orleans, La. 
Jno. H. Erskine, Memphis, Tenn. 
BOX NAILING MACHINES. 

Estate W. S. Doig, Brooklyn. 


Baltimore. 
Chicago. 


Aberdeen, Md. 


ANS. 
New York, Baltimore, 
Chicago, San Francisco. 
Boyle Can Co., Baltimore. 
Continental Can Co., Syracuse, N. Y., Chicago. 
Old Dominion Can Co., Troutsville, Va. 
Sanitary Can Co., Fairport, N. Y. 
Southern Can Co. Baltimore. 
Wheeling Can Co., Wheeling, W. Va. 
Tennessee Can Co., 
CAN MAKING MACHINERY. 
(Crimpers, Testers, Seamers, etc.) 
Ayars Machine Co., Salem, N. J. 


American Can Co., 


Max Ams Machine Co., New York. 
E. W. Bliss Co., Brooklyn, N. Y. 
John R. Mitchell Co., Baltimore. 
Slaysman & Co., Baltimore. 
Stevenson & Co., Baltimore. 
L. & J. A. Steward, Rutiand, Vt. 
Stiles-Morse Co., Chicago and Baltimore. 
Utica Industrial Co., Rome, N. Y. 


CANNERS’ SUPPLIES. 


Ayars Machine Co., Salem, N. J. 
Clark Novelty Co., Rochester. 
Judge Machine Co., Baltimore. 
Geo. E. Lockwood, Philadelphia. 
A, K. Robins & Co., Baltimore. 
Sinclair Scott Co., Baltimore. 
Sprague Canning Machinery Co., Chicago. 
Henry R. Stickney, Portland. 


Chattanooga, Tenn. 


CANNING HOUSES BOILT. 
O. Pressprich & Co., New York. 
C. F. Harward, Brownsville, Tenn. 


Can Marking Ink. 
A. E. Macneal, 


CAN STRAIGHTENERS. 
Sprague Canning Machinery Co., 


CAPPING MACHINES, Power. 


Baltimore. 


Chicago. 


Ayars Machine Co., Salem, N. J. 
Max Ams Machine Co., Mt. Vernon, N. Y. 
L. & J. A. Steward, Rutland, Vt. 
Sprague Canning Machinery Co., Chicago. 


COUNTING MACHINES. 
The W. N. Durant Co., Milwaukee. 
CAPPING MACHINES, Hand. 


Ayars Machine Co., Salem, N. J. 
H. Cottingham, Baltimore. 
A. K, Robins & Co., Baltimore, 
E. Renneburg & Sons, Baltimore. 
Sprague Canning Machinery Co., Chicago. 


CAP PLACING MACHINES. 
E. M. Lang Co. Portland, Me. 


CAPPING STEELS. 


Clark Novelty Co., Rochester. 
Geo. E. Lockwood, Philadelphia. 
Max Ams Machine Co., Mt. Vernon, N. Y. 
E. Renneburg & Sons, Baltimore. 
Sinclair Scott Co., Baltimore. 
Slaysman & Co., . Baltimore. 
Sprague Canning Machinery Co., Chicago. 
Stevenson & Co., Baltimore. 
H. R. Stickney, Portiand. 
Geo. W. Zastrow. Baltimore. 
CATSUP MACHINES. 
H. Cottingham, Baltimore. 
S. Howes Co., Silver Creek, N. Y. 
Sinclair Scott Co., Baltimore. 
Sprague Canning Machinery Co., Chicago. 


CHEMICAL EXPERTS. 
W. L. Hinchman, Baltimore. 


CHLORIDE OF CALCIUM. 


Sprague Canning Machinery Co., Chicage. 
CLUTCH PULLEYS, ETC. 
Sinclair Scott Co., Baltimore. 
COATED CANS. 
Sanitary Can Co., Fairport, N. Y. 
Southern Can Co. Baltimore, 


CONDENSED MILK FILLERS. 


Henry R. Stickney, Portland. 
CONTINUOUS LINE. 

Judge Machine Co., Baltimore. 

Sprague Canning Machinery Co., Chicago. 


CONVEYING AND MACHIN- 


Bethlehem Foundry & Mach. Co., 
S. Betniehem, Pa. 
Rome, N. Y. 
Chicago. 


C. S. Harris Co., 
Sprague Canning Machinery Co., 


COPPERS, Soldering. 
See Canners’ Supplies. 


COPPER JACKETED KETTLES. 


Geo. E. Lockwood, Philadelphia. 
A. K. Robins & Co., Baltimore. 
E. Renneburg & Sons, Baltimore 
Sinclair Scott Co., Baltimore. 
Sprague Canning Machinery Co., Chicago 
Geo. W. Zastrow, Baltimore. 


CORN COOKERS AND FILLERS. 


Ayars Machine Co., Salem. N. J. 

H. Cottingham, Baltimore. 

Morral Bros., Merral, O. 

Sprague Canning Machinery Co., Chicago. 
CORN CUTTERS. 

Morral Bros., Morral. O. 

Sprague Canning Machinery Co., Chicago. 


CORN HUOSKERS. 
Huntley Manufacturing Co. Silver Creek, N. Y. 


Sprague Canning Mach. Co. Chicago. 
CORN MIXERS. 

Sprague Canning Machinery Co., Chicago. 
CORN SILKERS. 

Sinclair Scott Co., Baltimore 
Sprague Canning Machinery Co., Chicago. 
CRANES. 

Burt Machine Co., Baltimore. 
H. Cottingham, Baltimore. 
Sinclair Scott Co., Baltimore. 
Sprague Canning Machinery Co., Chicago. 
Geo. W. Zastrow, Baltimore. 
CRATES, Iron Process. 

Morral Bros., Morral, O. 
E. Renneburg & Sons, Baltimore. 
Sprague Canning Machinery Co., Chicago. 
Geo. W. Zastrow, Baltimore. 
Decorated Tin. 

Metallic Decorating Co. New York. 


DIES, PRESSES AND TOOLS. 
Ayars Machine Co., Salem, N. J. 
Max Ams Machine Co., Mt. Vernon, N. Y. 
E. W. Bliss Co., Brooklyn, N. Y. 


Jno. R. Mitchell Co., Baltirore. 
Slaysman & Co., Baltimore. 
Stevenson & Co., Baltimore. 
L. & J. A. Steward, Rutland, Vt. 
Stiles-Morse Co., Chicago and Baltimore. 
Utica Industrial Co., Rome, N. Y 


Enameled Lined Cans. 
Sanitary Can Co., Fairport, N. Y., Etc. 
Southern Can Co., Baltimore, 


ENGINES, BOILERS, FITTINGS, ETC. 


E. Renneburg & Sons, Baltimore. 
Slaysman & Co., Baltimore. 
FACTORY TRUCKS. 

Sprague Canning Machinery Co., Chicago. 
FILLING MACHINES, 

Ayars Machine Co., Salem, N. J 
H. Cottingham, Baltimore 
S. Howes Co., Silver Creek, N. Y. 


Huntley Mfg. Co. 
Henry R. Stickney, 


Silver Creek. N. V 
Portland. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 
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FIRE POTS. OVERHEAD TRACKING. Scalders, Tomato, Etc. 
E. W. Bliss Co., Brooklyn, N. Y. Bethlehem Foundry & Machine Co., Ayars Machine Co., Salem. N. [. 
Clark Novelty Co., Rocheste: , ; _ South Bethlehem, Pa. Jud ge Machine Co. Baltimore-San Francisco 
Ayars Machine Co., Salem, N. J. Seraeue Canning Machinery Co., Chicago. Morral Bros., Morral, O. 
J. S. Hull Mfg. Co., Baltimore. PACKING, Asbestos. Edw. Renneburg & Son, Baltimore. 
E. Renneburg & Sons, Baltimore. See “anners’ Supplies. A. K. Robins & Co., Baltimore. 
H. R. Stickney. Portland. VAILS, TUBS, BOWLS AND PANS. Sprague Canning Machinery Co., Chicago. 
Cc. M. Kemp Mfg. Co., Baltimore. See Canners’ Supplies. SOLDER 
GAS AND GASOLINE ENGINES. PARING KNIVES. E. M. Lang & Co., ° Portland. 
Slaysman & Co., Baltimore. See A. Schultz & Co.,, Baltimore. 
PARING MACHINES, Apple, Ete. 
Standard Oil Co., Nearest Tank Station. Sinclair Scott Co., Baltimore. The Grasselli Chemical Co., Cleveiand. 
GAS MACHINES B PASTE. Geo. E. Lockwood, Philadelphia. 
. urt Machine Co., altimore. 

C. M, Kemp Mfg. Co., Pood. On Chicago. Solder Applied Caps and Machines. 

Geo. E. Lockwood Co. Philadelphia. Patent Attorney. A. Schultz & Co., Baltimore. 


GRATES, Furnace. 
See Canners’ Supplies. 
HOIST AND CARRYING MACHINES. 


Bethlehem Foundry & Machine Co., 
South Bethlehem, Pa. 


C. S. Harris Co., Rome, N. Y. 
Sprague Canning Machinery Co., Chicago. 
INSURANCE 
Canners’ Exchange, Chicago. 


JACKET KETTLES, Steam. 


Edw. Renneburg & Son, Baltimore. 
Sprague Canning Machinery Co., © Chicago. 
Geo. W. Zastrow, Baltimore. 


KEROSENE OIL SYSTEMS. 


Clark Novelty Co., Rochester. 
J. S. Hull Mfg. Co., Baltimore. 
KETTLES, Process. 

A. K. Robins & Co., Baltimore. 
Edw. Renneburg & Son, Baltimore. 
H. Cottingham, Baltimore. 
Sprague Canning Machinery Co., Chicago. 
Geo. W. Zastrow, Baltimore. 

KRAUT CUTTERS. 

John E. Smith Sons Co., Buffalo. 
LABELS. 

Simpson & Doeller Co., Baltimore. 


U. S. Printing Co., Brooklyn, N. Y. 
Stecher Litho. Co., Rochester, N. Y. 


LABELING MACHINES. 


Burt Machine Co., Baltimore. 

Fred H. Knapp Co., Chicago. 

Morral Bros., Morral, O. 
LACQUER. 

Burt Machine Co., Baltimore. 

John G. Maiers’ Sons, Baltimore. 


LACQUERING MACHINES. 
Burt Machine Co., Baltimore. 


LOCKERS, CANS. 


E. W. Bliss Co., Brooklyn, N.Y. 
Slaysman & Co., Baltimore. 
Stevenson & Co., Baltimore. 


Stiles-Morse Co., Chicago and Baltimore. 
MEAT CUTTERS 


John E. Smith Sons Co., Buffalo. 
METALS. 

E. M. Lang Co., Porltand. 

A. Schultz & Co., Baltimore. 


Metal Bottle Caps. 
Bernardin Bottle Cap Co., Evansville, Ind. 
METALS, Perforated. 
Huntley Mfg. Co., Silver Creek, N. 7. 
Sinclair Scott Co., Baltimore 


MIXERS, Corn, Mincemeat, etc. 


H. Cottingham, Baltimore. 
Sprague Canning Machinery Co., Chicago. 
OYSTER CARS 
Edw. Renneburg & Son, Baltimore. 
Geo. W. Zastrow, Baltimore. 


OYSTER MEASURERS. 


Edw. Renneburg & Son, Baltimore. 
Geo. W. Zastrow, Baltimore. 


OYSTER STEAM BOXES. 


Edw. Renneburg & Son, Baltimore. 
Sprague Canning Machinery Co., Chicago. 
Geo. W. Zastrow, Baltimure. 


Joseph M. Bowyer, Washington, D. C. 


PAY CHECKS. 
See Canners’ Supplies. 


PEA BLANCHING BASKETS. 
See Canners’ Supplies. 


PEA BLANCHERS. 
Huntley Mfg. Co., Silver Creek, N. Y. 
PEA CLEANERS. 
S. Howes & Co., Silver C’+ek, N. Y. 
Huntley Mfg. Co., Silver C, sek, N. Y. 


PEA FILLERS. 


Ayars Machine Co., Salem, N. J. 
H. Cottingham, Baltimore. 
Sinclair Scott Co., Baltimore. 
Sprague Canning Machinery Co., Chicago. 


PEA SEPARATORS or GRADERS. 


S. Howes Co., Silver Creek, N. Y. 

Huntley Mfg. Co., Silver Creek, N. Y. 

E. Renneburg & Sons, Baltimore. 

Sinclair Scott Co., Baltimore. 
PEACH PITTER. 

Judge Machine Co. Baltimore. 


PEELING MACHINES. 
Judge Machine Co. Baltimore-San Francisco, 
PIG LEAD AND TIN. 
E. M. Lang & Co., 
A. Schultz & Co., 


PRESSES, DIES, ETC. 


Portland. 
Baltimore. 


E. W. Bliss Co., Brooklyn, N. Y. 
John R. Mitchell Co., Baltimore. 
Slaysman & Co., Baltimore. 
Stevenson & Co., Baltimore. 
Stiles-Morse Co., Chicago and Baltimore. 
Utica Industrial Co., Rome, N Y. 


PINEAPPLE MACHINERY. 


E. J. Lewis, Middleport, N. Y. 
The John R. Mitchell Co., Baltimore. 
Sinclair Scott Co. Baltimore. 
Stevenson & Co., Baltimore. 
Geo. W. Zastrow, Baltimore. 


PROCESS KETTLES. 


See Kettles, process. 


PULP MACHINES. 
S. Howes Co., Silver Creek, N. Y. 


Sinclair Scott Co., Baltimore. 
RETORTS. 
See Kettles, process. 
REVOLVING SCREENS. 


H. Cottingham, Baltimore. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Sinclair Scott Co., Baltimore. 


SANITARY CANS. 
American Can Co., New York-Baltimore-Chicago. 
Sanitary Can Co., Fairport, N. Y. 
Indianapolis-Bridgeton 
L. & J. A. Steward, Rutland, Vt. 
Sanitary Can Making Machinery. 
E. W. Bliss Co., Brooklyn, N. Y. 
Max Ams Machine Co., Mt. Vernon, N. Y. 
L. & J. A. Steward, Rutland, Vt. 
SCRAP TIN. 
Ammidon & Co., 


SEEDS. 
Leonard Seed Co., Chicago, IIl. 
J. B. Rice Seed Co., Cambridge, N. Y. 


SIEVES AND SCREENS. 


S. Howes Co., Silver Creek, N. Y. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Sinclair Scott Co., Baltimore. 
Sprague Canning Machinery Co., Chicago. 


Baltimore. 


E. W. Bliss Co., Brooklyn, N. Y. 
Solder Hemmed Caps. 
American Can Co., New York, Chicago, 


: Baltimore, San Francisco. 
Continental Can Co., Syracuse, Chicago. 


E. M. Lang Co. Portland, Me. 
Southern Can Co., Baltimore. 


SOLDERING FURNACES. 


J. S. Hell Mfg. Co., Baltimore. 
Sprague Canning Machinery Co., Chicago. 
STEAM COILS. 

Edw. Renneburg & Sons, Baltimore. 
Sprague Canning Machinery Co., Chicago. 
Geo. W. Zastrow, Baltimore. 


STEELS, Capping. 

See Capping Steels. 

STENCILS. 
See Canners’ Supplies. 

STORAGE. 
Penna, Warehousing & S. D. Co., 

Philadelphia, Pa, 
STRING BEAN MACHINERY. 


S. Howes Co., Silver Creek, N. Y. 
Huntley Mfg. Co., Silver Creek, N. Y. 
E. J. Lewis, Middleport, N. Y. 


SYRUPING MACHINES. 


Ayars Machine Co., Salem, N. J. 
Sinclair Scott Co., Baltimore. 
Sprague Canning Machinery Co., Chicago 
Henry R. Stickney, Portland. 


TANKS, Iron. 
See Kettles, process. 


TIME CHECKS. 
See Canners’ Supplies. 


TIN PLATE. 
Pope Tin Plate Co., Pittsburg, Pa. 


TOMATO FILLING MACHINES. 


Ayars Machine Co., Salem, N. J. 
H. Cottingham, Baltimore. 
Sinclair Scott Co., Baltimore. 


Sprague Canning Machinery Co., Chicago 
TO BUY OR SELL MACHINERY, ETC. 
For Sale ad in The Trade. Baltimore 
TOPPING AND WIPING MACHINES. 


Ayars Machine Co., Salem, N. ) 
Sinclair Scott Co., Baltimore 
Sprague Canning Machine Co., Chicaga 


TRUCKS. 
See Factory Trucks. 


TUBS, PAILS AND PANS. 
See Canners’ Supplies. 


WAREHOUSES. 


Pennsylvania Warehousing Co., Philadelphia. 
WIPERS, Can. 

Morral Bros., Morral, O. 

Sprague Canning Machinery Co., Chicago 

Ayars Machine Co., Salem, N. J. 


WIRE BASKETS. 
See Canners’ Supplies. 


WIRE CLOTH, Canners. 

See Pea Separators and Graders. 
WRAPPING MACHINES. 

Burt Machine Co., Baltimor~ 


ZINC, Perferaied. 
See Canpers’ Supplies. 
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AT THE THEATRES, WEEK OF JANUARY 25. 


FORD’S 
“THE AMERICAN IDEA.” 


Usual Matinee. 7 S T 


MARYLAND 
“KEITH STAR VAUDEVILLE.” $ 


Matinee Daily. 


YOU SPEND LOUISVILLE 


“WIZARD OF OZ.” 


' WILL BE F PY 
Matinees, Monday, Tuesday, Friday and Saturday. 


 “AGomplete Course in Canning” 


“IN OLD KENTUCKY.” 
Matinee Daily. 


Learn how to do the thing right, 
and you will learn how to save 
money and make your business 


GAYETY pay. This book tells you how to 
“THE CASINO GIRLS.” pack every article put up in cans. 
Matinee Daily. FOR SALE 
AT THE BOOTH 
Formulas for putting up tomato catsup, chilisauce, | OF 


salad dressing, sweet pickles, sweet relishes, apple butter, 
etc., without sterilizing or using preservatives of any kind 
Goods guaranteed to keep for months in open packages. 
References given. Address Patrick Gallagher, Tacoma, 


Wash., care N. W. Conserving Co. THE Tr ADE 


FOR SALE. | 
750 BUSHELS FIRST CLASS, ‘‘ FIRST AND BEST’”’ | 
SEED PEAS. 
| C. N. MYERS, 
12-18-08-1m Hanover, Pa. 


THE OLD DOMINION CAN CO. 


TROUTVILLE, VA. 


Manufacturers of Fruit and Vegetable Cans. 
NO BETTER CAN S ADE. 


Our location gives us advantageous freight rates to most points. 
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BLTAIMORE CANNED GOODS MARKET oar 
a T. J. MEEHAN & CO., Brokers, Baltimore. 
ae No. 2 Harford County Standard 55 
REPORTED BY BROKERS. No, 2 Evergreen “ 60 
UNLABELED GOODS ABOUT 2%c. LESS. 62% 
No. 2 Extra 65 
No. 2 = Extra Fancy 70 
QUOTED F. 0. B. BALTIMORE. No. 2 Maine Style 60 
No.2 ‘* Extra Standard 65 
APPLES No.2 ‘* Fancy 70 
HERRING ROE 
T. J. MEEHAN & CO., Brokers, Baltimore, Md. 110 I 25 
MIXED VEGETABLES FOR 
H. H. TAYLOR & SONS, Brokers, Baltimore, Md. 
No. 2% Sq. Mammoth Asparagus aim 2—12 Kinds 72% 
No. 2% Sq. Small 2 50 
T. G. CRANWELL & CO., Brokers, Baltimore. OYSTERS. 
BAKED. E. C. SHRINER & Co., Brokers, Baltimore. 
(Plain Goods 2%c. Less on 2s and 3s, Ic. on Is.) No. 13 55 
5 No. 1— 6 Ounce Extra Selects... 4O 
STRING BEANS 2 50 
No. 2 47% 50 PEARS. 
No. 200 2 = T. G. CRANWELL & CO., Brokers, Baltimore. 
I00 I to No. 2 Seconds in Water...... 47% 
LIMA BEANS. PEACHES. 
No, 2 Standard Green 85 No. 1 Selected Yellow, Heavy cee 95 
Yellow I 40 ft 
E. C. SHRINER & CO., Brokers, Baltimore, Md. 3 50 
No. 3 ae 50° PEAS. 

No. 1 “ Fixtra Preserved 75 80 je 2 ite go 
No. 2 . I 30 I §0 ‘* 2 Fancy Extra Selected, Preserved, Sliced............ 
No, 2 sca _ ‘* 2 Fancy Extra Selected, Preserved, Grated......... 


j 
i 
+ 
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BALTIMORE CANNED GOODS MARKET—ContinueD. 
—Green Beans and Corn No. 2. I 05 
PINEAPPLE—Continued. Dry Beans and Green Corn No. 70 
1 Cocktails, Heavy 85 SWEET POTATOES—Jersey go 
2 Pie Grated, Solid Packed, 5cc.—In Syrup........... 52% 85 
3 Pie Grated, Solid Packed, 65¢.—In 72% SPINACH —Fancy No. 165 
Gallon Pie Grated, Solid Packed, $1 go—In Syrup......... ...... 2 00 3 75 
75 Extra Standard NO. 10... 2 75 
No Io 2 25 ‘i Standard NO. 2 35 
re SAUER KRAUT CANNED FRUITS 
PEARS— Peeled Water No. 2% 
(F. 0. B. CHICAGO.) PINEAPPLE—Bahama Sliced Extra LS eee 2 co 
Prices Are for Wholesale Lots as Ordinarily Bought by Jobbers. Grated "No, 75 
White, Median Moos. 3 Shredded Syrup No. 100 
“ Green, * 2 No. 10 3 00 
“ Tips White, Square No. 3 PLUMS*Michigan Water 77% 
“ “ “ Round No.t I 90 go 
BEANS—String, Refugee Size, 1 Whole No. I 65 Red Water No. 
“ “ 4 “ No.2 85 Black Water 5 50 
“ “  4Cut No. 80 Red Cuthberts Water 6 75 
gee, but quite scarce tor the latter grades. Standard Water 7 00 
Beans String, Common Standard Green No. 55 
“ 2 50 CANNED FISH. 
BEETS—Fancy Small, Whole I 45 Red Alaska Tall No. I 35 
CORN—Country Gentleman No. 8o 85 “Flat cc I 3? 
Maine Fancy 97% 102% Pink Tall \ 85 
75 DIAMETER. HEIGHT. 
I 55 4 in, 43¢ in 


q 


THE TRADE. 


NEW YORK CANNED GOODS MARKET. 


(Reported by Special Cor: espondence.) 


3 00 3 75 
“ Baked, No. 3..... 70 85 
CORN—No. 2 New York State Pracssnassavrhaseratenmerrenntinses 65 7° 
LOBSTER—Picnic 4 05 4 20 
OYSTERS—4 65 67% 
I 45 I 50 
PEACHES—2% I 40 I 50 
2% Extra Standard, 200 210 
PEAS—No. Early June I 05 I 10 
2% 95 
No. 3, 67% 72% 
Gallon, Pie Grated.......... I 95 2 25 
PINEAPPLES—2s I 35 
Singapore, Preserved— ' 
2 10 2 40 
SALMON— Columbia River talls, 1-lb 1 80 i 85 
flats, I-lb 2 00 2 10 
-Ib... I 10 112% 
Medium Red, talls, 1-Ib.. I 20 
Sockeye, 1 85 I 95 
Alaska Pink, "talls, 1 75 
STRAWBERRIES—No. 4 50 475 
State pack, s...... Southern......... 82% 85 
TOMATOES—No 2 Standard Maryland idicadananiceanaenaiee 50 55 


SOBSCRIPTION BLANK. 


THE TRADE. 
THE CANNED GOODS AUTHORITY. 
304 Mp. SAvincs BANK BLDG. BALTIMORE, Mp. 


Are you a subscriber? If not fill out this blank 
and mail to us as above. 

Subscription rates: 
$3.00. 


U. S. $2.00 per year; Canada, 


B. BALTIMORE, M & 
Drop and Bar Solder. gxIo Bx 10 
Wire Segments 21 20 19 
CANS 
AMERICAN CAN CO, 
SEASON’S PRICES GO IN EFFECT JUNE Ist. 
No I Standard 1% inch opening..................... $10.20 per | thousand. 
‘ 3Jersey Tall 2 7-16 
THE PRICES OF SOLDER HEMMED CAPS ARE AS FOLLOWS: — : 
1% in, 75¢.; 2 1-16, $110; 2 7-16, $t.40 per Thousand. 4 
SUBJECT TO CHANGE WITHOUT NOTICE. 
WHEELING CAN CO. 
$0.20 per | thousand. 
CONTINENTAL. CAN CO. 
No. I $10.20 per | thonsand. 
Solder Hemmed Caps, 1% inch, 75c.; 2 1-16, $1.10; 2 7-16, $1.40 
SOUTHERN CAN CO. 
BUYER’S OPTION. 
No. 1% inch opening etinucieckeaiann $10.20 per M = 
‘‘ Southern ’’ Inside Coated Cans at $2.50, $3.50 and $4. - ‘per M addi- : 
tional for the Is, 2s and 3s, respectively. Solder Hemmed Caps, 1% inch, 
75¢; I 2-16 inch, $t.10, and 2 7-16 inch, $1.40 : 
INDEPENDENT PRICES. 
No. 1, S. H. L. H. 3 Stand. No. Io 3 
$9.00 $12.50 $13.00 $16.75 $44.00 per thousand. 
SANITARY CANS. 
SANITARY CAN CO. PLAIN ENAMEL 
$11.50 $14.50 
15.75 14.50 
20.25 24.00 
21.00 25.00 
46.00 56.co 
A. SCHULTZ & CO. 
Solder Applied Caps, $1.00; $1.25; $1.50 
TIN PLATES. the ie = MILL. 
I C., 14x20, 107 Ibs, Bessemer Steel.......... 3 80 
I C,, 14%20, 100 Ibe, Bessemer Steel......... 3.65 
I C., 22x7%, 90 lbs. Bessemer Steel 
IC, 19%xI07, 9 lbs. Bessemer Steel...... - 
PIG TIN. 
storetoms 1 to 4 tons 
$29 79 30 29 
PIG LEAD. 


ORDER BLANK. 


THE TRADE 
THE CANNED GOODS AUTHORITY. 
304 Mp. SAvincs BANK BLDG. BALTIMORE, Mp. 


GENTLEMEN:— 

Enclosed please find remittance amounting to $5.00, 
for which please send me a copy of ‘‘A CoMPLETE COURSE IN 
CANNING.”’ 


CANS AND CANNERS’ METALS. 
| 
| 
| 
| 
| 
| 
| 
| 
| 
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EMPLOYMENT EXCHANGE. 


WANTED—A first-class Canned Goods Salesman. Write, giving full 
particulars. A. B. C. c/o THE TRADE. 


Paid subscribers can use this column Free for securing either positions 
or hands. To all others the charge is 20c. per line, one time, or 50c. per 
line, monthly; cash with order. Where the address is care of THE TRADE, 
stamps should be sent for answers, as the P. O. requires renewed postage 
on such. 


HELP WANTED. 


WanTED—Competent Man, to Sell Canning Machinery and Complete 
Canning Factories. Address O. PRESSPRICH & Co., 103 Park Ave., 
New York. 


HELP WANTED—Experienced Canned Fruit Salesman; require man 
capable of assisting Sales Manager and taking charge of crew work out of 
Chicago. Address, PRODUCTS, care THE TRADE. 


WANTED—Man familiar with can business, to Assist in Sales Depart- 
ment; excellent opportunity. Address, with particulars, ‘‘CHARLES,”’ 
care THE TRADE. 

WANTED—Experienced Superintendent Processor in factory putting 
up principally tomatoes. Good position. Give full information when 
replying. Address JACK FROST, care THE TRADE. 


SITUATIONS WANTED. 


Notice to packers and canners---Your attention is called to the fact 
that the Superintendent Processors’ Association furnishes you with first-class 
expert processors and superintendents free of charge, therefore, when you 
desire to make a change or are in need of a good superintendent or pro- 
cessor, kindly drop the Secretary a card or send stamps and he will furnish 
full particulars, so you can be placed in communication with several, and 
thereby select your own choice and make your own terms with them. For 
full particulars, address Wm. Smith, Secretary, Superintendent Processors’ 
Association, care The Trade, Baltimore, Md. 


I AM OPEN FoR AN ENGAGEMENT FOR NEXT SEASON, or longer; 
have had several years experience packing all kinds of fruits and vege- 
tables, and have been employed for the past two years as superintendent 
(of one of the factories) of one of the largest and best concerns in the 
country; can furnish the best: f reference from present employers; will be 
open for engagement from January 1, 1909. .For further information, 
please address A. W., care THE TRADE. 


WANTED—By a reliable superintendent and processor, a position with 
a reliable canning concern in the north for the season of 1909. _ At present 
employed, but will be at liberty to accept new position by December Ist. 
Address ALBERT, care THE TRADE. 


WANTED—Position as superintendent for 1909. A man who can build 
and equip canning factory, have years of practical experience packing 
fruits and vegetables of all kinds in cans and glass. Best of reference from 
present employers. As to character and ability address, “SHELBY” care 
THE TRADE. 


PosITION WANTED—As Foreman or Practical Man, in Wholesale 
Grocery, Pickle or Preserve House; up to date on all products, as blueing, 
ammonia, carbonated beverages, catsup, pickles, sauces, relishes, jellies, 
jams, syrups, mincemeats, extracts, baking powder, etc.; no return goods. 
Address PRACTICAL, care THE TRADE. 


WANTED AT ONCE—Position by an expert Fruit Preserver. Special- 
ties—Bottled fruits, glace fruits, jams and jellies: long experience in Eng- 
land, France and Canada; highest references. Apply ALFRED M. 
COCKS, Winona, Ont. 


WANTED— Position as Processor or Superintendent for 1909, by young 
man with 14 years experience in the canning business. Can pack a variety 
of fruits and vegetables, and can furnish good references. Address DEAR- 
BORN, care THE TRADE. 


A PosITION WANTED—As Superintendent-Processor for a new or old 
established canning factory; have over 25 years’ experience manufacturing 
all kinds fruit, jams, jelly, butters, etc., also packs of up-to-date canned 
fruits and vegetables, and have established market for same; open for 
engagement for the season, with privilege, if satisfactory to both parties 
for following season. Address ‘‘B,’’ c/oTHE TRADE. 


WANTED.—Position by sober young man. 12 years experiencein Can- 
ning business, to run capping machines or do processing with factory 
operating in Baltimore or the South. Will send references. 

Address, DOUBLEYOU, care THE TRADE. 


WANTED—A Position as Superintendent-Processor by an Expert Pro- 
cessor and Engineer; years of experience; can pack all kinds of fruits and 
vegetables according to the National Pure Food Law; understand all 
up-to-date machinery; can build a new plant or remodel an old one to the 
best of advantage; am a good manager of help, sober and willing to hustle; 
can furnish good reference. Address G.G. W., 612 East Grand River 
street, Clinton, Mo. 


SITUATION WANTED—By an expert Canner, Pickler and Preserver; 
over 25 years of experience on fine fruits, vegetables, catsup, sauces, rel- 
ishes, pickles, dressings and mustard; know how to put up fine green 
peeled Chili peppers, crystalized citrons, lemon and orange peel; know how 
to put up all goods so they give universal satisfaction, keep in any climate 


and comply with the Pure Food Laws; can furnish the very best references 
and know how to handle help successfully, Address EXPERT, c/o THE 
TRADE. 


WANTED.—Position as Superintendent Processor by one who has had 
experience in packing the staple products; am familiar with producing, 
mechanical and shipping ends ; would like to go on road during slack 
months ; single, temperate and good reference. Address T. J. WORK, care of 
THE TRADE, 


WANTED—Position by experienced canner of 25 years packing fruits 
and vegetables, also fitting up and installing machinery. Can do all pipe- 
ing and carpenter work, and set and line up all machinery used in a can- 
ning plant. Having built and placed machinery in over thirty canning 
factories. Can furnish best of recommendations as to being up to date, 
sober, industrious and honest. Address D. L., care THE TRADE, 


I would like to meet at the Convention any reliable canner who has an 
opening for a manager or assistant; understand the work from cfifice to 
warehouse ; also growing, and had charge of large pack of fruit and vegeta- 
ble past season for well-known concern who will recommend me. B. & O. 
care THE TRADE. 


| FOR SALE. 


One SPRAGUE CORN CUTTER. 

One SPRAGUE-KELLOGG CORN SILKER. 

One AYARS PEA FILLER AND BRINER. 

Two IRON PEA HULLERS. 

All in good condition; only slightly used. 
Address 

| EQUITABLE, 


Care THE TRADE. 


FOR SALE. 
A Canning Factory in perfect working order. Situated in 
centre of farming section of Atlantic Co., New Jersey. Price 
low for quick sale. Death cause of sale. 
For particulars address, 


1-8-1m “C.K” care of THE TRADE. 


MY WIFE SAYS 


“Any one can clean house, but it takes a good 


housekeeper to keep it clean.” 


DON’T AGREE WITH HER!!! 


when applied to Canning and Preserving establish- 
ments wishing to comply with the certain requirements 
of the National Food Commissioners for the coming 
year. It requires an expert to clean out the cracks, 
corners and crevices so that they may be kept clean by 


ordinary labor. Can I help you? 


W. L. HINCHAN, Pu. G. 
No. 1 W. MAIN STREET, 
HADDONFIELD, N. J. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 


| 
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Slaysman 
Slaysman 
Combination 
Power 
Wiring 
Press 
and Horn 
No. 4 
Press With Double Roll Feed 
No. 39 


SLAYSMAN & COMPANY, 


Factory: 125-127 East Falls Avenue. Office and Salesrooms: 719 East Pratt Street 


BALTIMORE, MD. Tenant Bldg.; Chicago, 


HOW ARE 


in regard to Canned Goods Boxes? Have you had satis- 
factory deliveries and good stock? 

If you believe money could be saved or your out-put 
bettered, write us stating how many boxes you can use 
and your grievance. We shall take pleasure in offering 
suggestions and quoting prices and if our proposition 
does not show a way to 


IMPROVE YOUR PRESENT CONDITION 


you can at least be assured you have the best that can be 
had. Let us hear from you now, while it’s fresh in your 
mind. 

For SLACK COOPERAGE, EGG CASES, BOX 
SHOOKS AND CANNED GOODS BOXES, write 


HOLLEY-MATTHEWS MFG. CO. 


ikeston, Mo. an 
Greenville, Miss, SIKES TON, MO. 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 


4 
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SCHULTZ 


SOLDER 


BALTIMORE, MARYLAND. 


OUR SPECIALTY Oyster Steam Box 


BUILDING 
COMPLETE CANNING FACTORIES 


(Either the SANITARY CAN SYSTEM 
or the HERMETICAL SEAL SYSTEM.) 


0) PRESSPRICH & COMPANY With Improved Sliding Doors, doing away 
: with the hinged tracks, giving in- 


creased service. 
ESTABLISHED 1895 


Edw. Renneburg & Sons Co. 
Machine and Boiler Works, 
1917 AND 1919 ALICEANNA STREET, 


103 PARK AVENUE 


NEW YORK, - 


Agents wanted in unoccupied territory, write or call for particulars, Balti more, Md. 
IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 


o 
‘So 
AD 
r ; 


SYSTEM. 
Why not save at 
least 50% in fuel 
alone by equipping 
your Factory with 
this safe and dur- 
able system? Over 
One Thousand now 
in operation. Our 
Burners produce a 
most substantial 
heat and last a life 
time. 
price of Gasoline 


must force you to look for something cheaper. We have it for you. You 
will be taking no chances, but will save money by adopting it, ask for 
Catalogue. 


THE CLARK NOVELTY CO. 
ROCHESTER, N. Y. 


The ‘‘Eureka’’ Can Filler 
has no equal. 
Thorougly efficient, great 
capacity. 


THE Ciark Kerosene OiL 


The present 


Every can well filled. 
Automatic in operation. 
Guaranteed satisfactory. 

Prompt delivery.. 


The S. Howes Co. 
‘‘Eureka’’ Works, 
Silver Creek, - N. Y. 


Avoid trouble and prevent goods 
from becoming mixed in the 
warehouse by marking 
your cans with— 


TIN CAN INK 


This INK Will Stand 
Processing 


WRITE FOR SAMPLES AND PRICES 


A. E. MACNEAL, 
107 S. FREDERICK STREET, BALTIMORE, MD. 


ESTABLISHED 1870.. 


Have your cans become rusty or soiled 
from leaks, &c., if so, use 


It will make them look bright same as 
original, at very little cost. 


JOHN G. MAIER’S SONS 


MANUFACTURERS | acquers, All Colors. 
FOR CANNERS USE. 


BALTIMORE, MD. 


Maier’s Silver Lacquer 


IN WRITING ADVERTISERS, KINDLY MENTION THE TRADE. 


THE CANNED GOODS EXCHANGE 
OF BALTIMORE, MD. 


BANNON BUILDING, Sr. PAUL AND BALTIMORE STs. 


President, T. PHILLIPS. 
Vice-President, 
Joun S. Grpss, JR 


Treasurer, 
LEANDER LANGRALL 
Secretary, W. F. Assav. 
Executive Committee : 
E. C. WHITE 
Arbitration Committee : 
Wo. A. WAGNER, L. 
Wo. F. Assav, C. J. SCHENKEL, 


Gro. T. PHILLIPS E. H. MILLER 
L. Lorpv, 
Wm. GRECHT 
Committee on Commerce : 
M. Grsss. 


Joun SCHALL, 
B, HAMBERGER, CuHas, J. BROOKS Louis GREBB, - 
Committee on Legislation : 
H. S. OREM, F, A. TORSCH, | 
H. P. STRASBAUGH, Joun B. J. MEEHAN, 


Hospitality Committee: 
T. J. MEEHAN, E. C. SHRINER H. W. KREBBs, 
Counsel, JoHN C. ROSE. Chemist, CaariEs GLASER. 


C. W. BAKER W. E. MORGAN 


BAKER & MORGAN 


Canned Goods Brokers 
ABERDEEN, MARYLAND 
CORN AND TOMATOES A SPECIALTY 


TIN STRIPS AND CIRCLES. 


BOUGHT BY 


AMMIDON & CO. 


31 South Frederick St., Baltimore, Md. 


MFG. CO. 


125-127 EAST FALLS AVENUE, 
BALTIMORE, MD. 


| 


HHHHE 


Manufacturers of 


HULLS 


PATENT GASOLINE BURNERS, 
FIRE POTS AND HEATERS 


Repairs Promptly Attended to. 
CANNING HOUSE SUNDRIES. 


J.SHULL OEE 


Continental Can Co. 


BIRECTORS FACTORIES 


T. G. CRANWELL, PREsrT. CHICAGO 
A. W. NORTON, VICE-PREST. 

F. P. ASSMANN, SEc. & TREAS. 

J. ©. TALIAFERRO. ~ 
B. H. LARKIN. 


SYRACUSE 
BALTIMORE 


Cc. A. SUYDAM, SALES AGENT 


TO THE CANNING TRADE 


We want to thank you most heartily for the liberal patronage extended to us during the 
Canning Season of 1908. Our volume of business was much larger than ever before and this talks 
ne loud in praise of the CONTINENTAL CAN, when you consider how short the crops have been 
all over the Country. Not only did our sales increase, but we produced the best Can ever turned out 
anywhere by anybody. This is a prettv strong statement, but if you used the CONTINENTAL 
CAN, you know how true it is. If you did not use the CONTINENTAL CAN, just ask your neigh- 
bor who did. We will always maintain this standard. 


Again thanking you for your many favors, we are, with best wishes, 


Yours very truly, 


CONTINENTAL CAN COMPANY, 


T. G. CRANWELL, President. 


ad 


